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ANGLE TYPE SHOW WINDOW REFLECTORS 


EXPOSED MOUNTED 














Nos. 6590-6591 -6592 
(Also illustrated on pg. 2) 


Equipped with Junction Box and Socket No. 6774. 
This Alzak-processed reflector is easily mounted and 
can also be furnished with louvers. No. 6598 and 
6599, see pg. 2. 





FLUSH MOUNTED 








Nos. 6569 and 6570 


Equipped with Junction Box and Socket No. 6775. 
No. 6569 requires 914” opening for 100-150 and 200 
watt lamps. 

No. 6570 requires oval opening for 300 and 500 watt 
iamps. For wide light distribution. Write for print 
showing opening cutout. 





ALZAK-PROCESSED WINDOW SPOTLIGHT 


Spotlights with screw down base, cord and 
plug. Base has universal adjustment. Al- 





zak-processed reflector provides maximum 
efficiency. For 100 or 150 watt lamp. Re- 
flector is 8” diameter. 


No. 7515 


For 200 watt lamp. Reflector is 7%” 
diameter. 


No. 7516 


For 300 or 500 watt lamp. Reflector is 
11%” diameter. 

SPILL RINGS 
Detachable spill ring. Fits over mouth of 


reflector. Conceals lamp and confines light 
to the center beam. 











No. 7517. Spill ring for No. 7515 spotlight. 
No. 7518. Spill ring for No. 7516 spotlight. 


Spotlights can also be furnished with slip ring and colored glass roundel or gelatin color frame. 
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INDIVIDUAL SHOW WINDOW REFLECTORS 
ALZAK PROCESSED ALUMINUM 


“Ovi i i han any previously 
The ALZAK process provides a metal reflector that is far more efficient than rev 
available. These reflectors compare very favorably with the best mirror glass reflectors in effi- 
ciency, and will not tarnish, blister, peel or break. 
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Straight Type 
Reflectors 


Angle Type Reflectors 
Nos. 6590, 6591, 6592 





Nos. 6593, 6594, 6595 


















































ANGLE TYPE REFLECTORS STRAIGHT TYPE REFLECTORS 
= = | | \ 
N or eome: Height Diameter N Repeats Height Diameter 
oO. White elg Ue os Watts 3 
6590 | #757? 100=h50 77h" 75" 6593 “75, (00; 150 6l/,"' 754" 
6591 *150, 200 93/2" 75," 6594 SO mZ00 8l/g"" 79%" 
6592 300, 500 11%," 113" 6595 300, 500 93," mE? 
*With these lamp sizes, reflector will give better results if used with socket extension. 


WIRE CHANNELS 


Two part, nested channels, any length, with sockets spaced 12” on centers. Any other socket spacing can be fur- 
nished. Ends closed and fitted with B.X. connectors. Furnished complete, ready for wiring and attachment of 


reflectors. 
No. 6596 
134” high, 24%” wide. For reflector Nos. 6590, 6591, 6593, 6594. 
No. 6597 
2%” high, 4” wide. For reflector Nos. 6592, 6595. 





MOUNTING METHODS LOUVER RINGS 


Channels have screw holes for direct ceiling 
mounting. If preferred, the hangers illus- 





For concealing lamps from | 


trated here can be used or GARCY can view. Easily attached to re- 
furnish special hangers to provide tilt ad- flectors. Readily detached for 
justment of reflectors. lamp changes or cleaning. 
No. 6598 
Wall Hangers 8%” diameter. For reflector Nos. 
na eee 6590, 6591, 6593, 6594. 
Ab588 6596 No. 6599 


B6588 6597 





125%” diameter. For reflector Nos. 











a 6592, 6595. 
Ceiling Hangers 
Wp Ne RO teal, SPECIAL FITTINGS 
. Ab589 6596 Reflectors can also be furnished with slip rings to 
No. BO589 6597 hold glass roundels, diffusing white or colored, or 
6589 gelatin color frames. 
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INDIVIDUAL FLUSH-RECESSED REFLECTORS 








EASY TO INSTALL 


Wiring, attachment, and 
lamping easily accomplish- 
ed from below. If neces- 


ceiling without 
ceiling flange. 


FOR PLASTER CEILINGS 


Separate plaster rings can be 
furnished for installation when 
lathing is done. Not included in 
price of fixtures. 








OPEN TYPE 
Nos. 6765, 6766, 6767 








drilled for the purpose. 


sary, reflector can be de- | 
tached and dropped below | 
removing 








— 

















WITH CONCENTRIC LOUVERS 


IN HINGED FRAMES 


Lamps Are Concealed from View 
Nos. 6771, 6772, 6773 


Each unit is complete with ceiling flange (open or with louvers) re- 
flector, socket and standard junction box. 


Hinged louver rings can be attached to open units, which come already 



































Open Concentric For Diameter 
Type Louver Lamp, Height ieee 
Units Units Watts a ees 
6765 6771 |*75,*100, 150] 834" 9/4" L154" 
6766 6772 *150, 200 1054" 91/4" 115," 
0767 6773 300, 500 123/,." 131/,"" 155" 
*With these lamp sizes, reflectors will give better results if socket extension is 
used, 
FINISHES (Flange and Louvers): Dull Cadmium plated. Any other finish can be 
furnished. 





NEW LIST PRICES 


No. Each No. Each No Each 
623 |e ee eee ee: $10.00 6592 2 eer oe en te $ 9.00 61/0 224 ee eer ee $22.50 
62326 es nee ee 11.00 659350 8 ee oe cee 3.50 OTT ge ae hes 11.00 
6233 19.00 6594.0 Hae cre oem uae 4.50 6772 eee ee 12.00 

i623 1 4e eee 14.00 6595 | edad eee 9009773, ee 17.50 

Kib237 Seen ca sett [5.00me 2956598 cura ee ee Mik prryyh Ree gee 3100 

26233 cee tne 24.00 setmrb5 99 peer ek ee 7.00 Se ten hee en a Bind 

P6023. Laren ee ra 12.00 6569 tee ee eo Oe ee 9.60 

P=02 38 ee eee ee ee 16.00 6570 phere eh en 18.50 easy aes We pee We Ho 

B>623. J ahahene ae ae: 15.00 6/65 Fie eee 4.50 BYE Boot ates Haken oe | 3.00 

B-62 38 2et et wee Eee 20.00 61 663 ee ee ed ee: 5.80 BESS [Meals ae oe 7.00 

C2623 lee ee 17.00 616 1c eee eta see ee 9.50 Ot ne 750 

C623 8aeue ee 24.00 A-6/65- 3 ea (2:00 Bee: ORS eae Ps : 
6568 Reet eect 50 Ba Al6 Oat cen 13.00 FONG acess ecteecceeeetae 11.00 
SET EM Sp ee deter 30mIMA-676 7 tetas ee eter 18.00 TST eect ieee 5.00 
6590 re ee nde, 3.75 6/68 A ei takes 13.00 TEMS Ee Gn 8 poten net Ron Se 7.00 
O59 Tien oe ee, age ac 4.75 6169 Fie eee 15.00 Ll Set cae ht eee 7.00 

No72656 79 91/42 Plastetia Ri iacs saatae tack de ect Sep oe suet net cag wen ncvtn dent tec Peeae imrtnae true otaune etnsin oh Seta oas Sot $0.85 ea. 

Now.6568—13)/7 eu Plastoma ts ice Sc eee, ace Pet stad et tech ee uttaut carey eeste tee le paniaestne neem seo enn gS ga 1.50 ea 

No: 6774— 31/5: outlet-box with standard base sockebici...., ices sscneqsnetuossorecteuesersPhensee by catesons sony sii donee 45 ea. 

No. 6775— 4!/" outlet box with mogul base socket... o........ccenserecenetbenesesienenneseecenessenserenarsesenteneenes 1.25 ea. 


No. 6596) Wire channelsk—WRITE FOR PRICE—State quantity, number of sockets, number of circuits, 


No. 6597) wired, or unwired. 
GEAGR*DIEZNG, Gal ley 
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ROUND FLUSH-RECESSED LIGHTS 


WITH ALZAK-PROCESSED ALUMINUM REFLECTORS 








CONCENTRATING TYPE i 


These reflectors are furnished with a con- 
centrating Alzak reflecting surface to pro- 
duce high intensity “center spot’ lighting. 
Recommended for use with inside frosted 
lamps. 





DIFFUSING TYPE 


If desired, reflectors can be furnished with 
diffuse Alzak reflecting surface for wide 
distribution of light. 


| 

















WITH LATTICE LOUVERS 
In Hinged Frame 


Nos. 6768, 6769, 6770 


Above type can be furnished for square as well 
as round openings. 





= 

















OPEN TYPE 


WITH CONCENTRIC LOUVERS Nos. 6765, 6766, 6767 


In Hinged Frame ; : 
Open type units are arranged so that hinged frames 


Nos. 6771, 6772, 6773 with glass or louvers can be added at any time. 


SCHEDULE OF FIXTURES 


Each unit is complete with ceiling flange (open or louvered as shown) 
refiector, socket and standard junction box. 
































| Open Lattice | Concentric For Diameter 

| Type Louver | Louver | Lamp, Height To Of 
Units | Units | Units Watts Giioeieriance 
6765 6768 | 6771 —|*75,*100, 150] 834" 9) 11 1S6e 
6766 6769 == 6772 *150, 200 105" WN," 115" 
6767 6770 6773 | 300,500 | 1234" 131Z," 155" 








*Socket extension should be used with these lamp sizes. 


FINISHES (Flange, Hinged Frame, Louvers): Open and concentric louver fixtures 
furnished dull Cadmium plated. Any other finish can be furnished. Lattice louver 


fixtures are sprayed Aluminum. Any other spray or lacquer finish can be 
furnished. | 


FOR PLASTER CEILING: Plaster rings can be furnished. These are extra, and t PECL SURO SS aa ahhh 


are not included unless specified. 





DIAMETER TO CUT WOLE 


GARCY 


GARDEN CITY PLATING prrpipctor & MFG. CO., CHICAGO 
4 DIVISION 


ROUND FLUSH-RECESSED LIGHTS 


ALZAK-PROCESSED ALUMINUM REFLECTOR WITH DIFFUSING GLASS IN HINGED FRAME, 
WITH HINGED WIRE GUARD, OR WITH BOTH GLASS AND GUARD 


Installation and wiring easily accomplished from below openings. Construction same as fixtures 


on preceding page. 








WITH WIRE GUARDS 


Both the open type units, Nos. 6765 to 6767, on the 
preceding page, or units with hinged glass doors, Nos. 
6231 to 6233, on this page can be furnished with wire 
guards. Guards are made from heavy gauge steel 
wire, rustproof finish, and are hinged separately 
from glass. 








Size and Construction 





| Open With Hinged if 

Type Glass | same as 

| Ab6765 A623 | | Nos. 6231, 6765 
Ab766 A6232 | Nos. 6232, 6766 

| A6767 A6233 Nos. 6233, 6767 








DISHED GLASS ROUNDELS 








Illustration is typical of Nos. 6231, 6232 which are 
furnished with flat glass. The large size (No. 6233) 
is equipped with dished Pyrex, heat-resisting, dif- 
fusing glass as shown in illustration at left. 


SCHEDULE OF FIXTURES 


Each unit is complete with ceiling flange, hinged 
frame with glass, reflector, socket and standard 
junction box. 





























ee ___Diameter 
No. “e eae Height | To cut Of 
pee | hole Flange 
6231 | 75, 100 83," br 91" le LES 4” 
6232 | 150, 200 LOS, oat malt 5h" 
6233 300, 500 1234," 1314," 155" 








GLASS: Nos. 6231, 6232 are made with flat opal glass, but 
/ can also be furnished with flat Pyrex heat-resisting diffusing 
3 glass. No. 6233 has a dished Pyrex, heat-resisting glass panel. 





FINISHES (Flange and Hinged Frame): Dull Cadmium. Any 


other finish can be furnished. 


These are of heat-resisting glass and can be fur- 
nished instead of flat glass for Nos. 6231 and 6282. 
Add $1.50 each to list price. Affords wide diffusion. 
Glass roundels are 7 9/16” diameter. 


PLASTER RINGS: 


cluded unless specified. 
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Plaster rings are extra and are not in- 


or 


FLUSH LIGHTING UNITS — SHALLOW TYPE 


TYPE A 
Nos. A6237, A6238 
With glass panel in hinged 
frame, same as Nos. 6231 
to 6233, page 73, Cat. 36. 
Ly Peso 
Nos. B6237, B6238 


With concentric louvers in 


hinged frame, same as 
INOS? Olde LONGI io.) 0n 
page 4, 

TYPE C 


Nos. C6237, C6238 


With lattice 
hinged frame, 
Nos. 6768 to 
page 4. 


louvers in 
same as 
6770, on 


SHALLOW DRUMS 


For use where space above ceiling is limited and concentration of light is not required 














Each unit consists of ceiling flange and 
hinged frame, fitted with glass or louvers, 
as described for each type and round 












































= ee Jy b 
Lat drum with sockets and knockouts. 
l, DIAMETER OF FLANGE o 
: pie males x Dimensions Diffusing 
© = 
fe 5 oe For Lamps ; Diam. to | Diam. of Glass, 
No. No. No. Pieiaht 
3 Cuthole | Flange Type A 
A6237 B6237 C6237 | 2—lI00W Max. be Van 1154" Flat Opal 
A6238 B6238 C6238 | 3—I50W Max. bu 13/4" 155" Dished Pyrex 
GLASS: No. A6237 can also be furnished with flat Pyrex, heat-resisting, diffusing glass. 





FINISHES (Flange and Hinged Frame): Dull) Cadmium. Any other finish can be furnished. 
FOR PLASTER CEILINGS: Plaster rings can be furnished. These are extra, and are not included 


unless specified. 





LOUVER REFLECTORS WITH ADJUSTABLE SOCKETS 


Flanged louver rings 
attach directly to re- 
flectors—are easily re- 
moved or replaced 
with a slight twist of 
the hand. 


Socket and junction box as- 
sembly are mounted with a 
slide adjustment which 
permits proper focusing of 
various size lamps. Set 
screws hold assembly se- 
curely in place. 





| aoa eae socket, junction box and concentric louvers with 
| J I flange. 
pt oe SO | Di ii 
ANS SOG B REE = SSUNS fed Ele | Adjustable | 11-044 ——— 
es for lamps er to cut 
[DIAMETER TO CUT HOLE) | hole 
a | 6880 60 to 100 W.| 434" 6-1/16" 
6881 | 100 to 200 W.| 5-5/16" | 10-1/16" 





Nos. 6880, 6881 


SCHEDULE OF FIXTURES 


Fixtures consist of aluminum reflector with bracket, 














Frequently used for 
interior store displays, 
such as column plat- 
forms, display niches, 
wall cases, etc. Can be 
recessed into wood 
openings with limited 


depth. 


FINISHES (Flanged 
Louver Rings): Furnish- 
ed satin nickel plated. 


Any other finish can be 











furnished. 


These fixtures also furnished without louver rings. To specify place prefix A before number. 


Where hinged glass frames required for above, specify prefix B before No. 


Plaster rings can be furnished for above fixtures if required. 
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FLUSH RECESSED LIGHT BOXES 





































































































fl 
ENGINEERING FEATURES 
1. Easy Installation 
2. Angle Porcelain Sockets 
3. Flashed Opal Glass 
4. Channel Frame For Glass 
5. Continuous Hinge 
6. Wide Trim For Opening 
7. Garlite Reflecting Surface 
8. Heavy Gauge Housing 
9. Easy Wiring Methods 
10. Permanent Catch 
11. Ample Ventilation 
For Complete Description, see 
page 65, Cat. 36. 
No. 6200 and 6210 
SCHEDULE OF SOME STANDARD SIZES 
Any other size can be furnished 
For Standard No. Box Dimensions E @ List Price 
No. ik Type of DA E h 
Sui Sockets *Depth Width Length ae ae 
A6200-1 [5 to 40 watt Square l 75" 77/,"' his: SEO ere ag, 913.5098 
A6210-2 2 2 en 1434" as 16.00 
(6210-3 IS to 40 watt Rectangular ; 3 75 71/z On Be 21.00 
___B6200-1 15 to 100 watt Square l 854." 93/," 73 rors 16.50 
| B6210-2 2 - de 1734" 2-0 21.00 
| peziog | 15 to 100 watt] Rectangular ; 85 9% 254," m5 28.30 
C6200-| 15 to 200 watt Square | 11 '/g"" 133" 133" ae feu 22.002. 
C6210-2 15 to 200 watt Rectangular 2: 17g" | 133" 253" < 28.00 
| 











*Depth includes knock-out boxes or channels, 15" high. If desired, these may be omitted and knock-outs furnished in box where 
required. 


FINISHES (Trim and Hinged Frame): Made of brass, satin nickel plated. Also furnished in other finishes, or made of steel, spray 
finishes. 


WIRING: One-socket boxes unwired, others completely wired. 


HOLOPHANE LENSE BOXES | 


FLUSH RECESSED TYPE 
No. 6833 with vertical sockets. 
No. 6832 with horizontal sockets. 
Sizes same as 6200-6210 above except height. 


SEMI-EXPOSED TYPE 
No. 6831, as illustrated. 


EXPOSED TYPE 
No. 6830—Fixtures with opal glass sides. 


To Specify Holophane Size Boxes: 
6\/"x 6!/2'' Controlenses, place A before number. ee 
8!/""x 81/2" Controlenses, place B before number. . | 














[23eexi 2 Controlenses, place C before number. [| | 
COMPLETE ENGINEERING LAYOUTS PROVIDED FOR No. 6831 
HOLOPHANE CONTROLENSE INSTALLATIONS SEMI-EXPOSED FIXTURE—OPAL GLASS SIDES 
GARCY 
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SHOW WINDOW AND BUILT-IN GARCY REFLECTORS 
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ALZAK PLATED 


Will Not Tarnish, Blister, Peel or Break 
MAXIMUM. INTENSITY 





For 





Ceiling - Window - Display Mountings 





Open Face - Or with Louver, Lens or Glass Face 


SEE 
Page 3 


NEW LIST PRICES 


or write for 








Cat. 36A "Reflectors for Stores, Banks, Offices’ 
Cat. 368 “Modern Architectural Lighting” — Easy to Install — 
Cat. 36C “Holophane Controlenses Lighting” Units Round or Square or Rectangular 





RE F See OR S 


AND SPECIAL LIGHTING EQUIPMENT 
FOR STORES = BANKS — OFFICES 
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CONTINUOUS SHOW CASE REFLECTORS EACESS 

UNIT DISPLAY CASE REFLECTORS PAGE 8 

CONTINUOUS WALL CASE REFLECTORS PACE IZ 

HINGED DOORS WITH GLASS PAGE 14 

WIREWAYS AND STRIP REFLECTORS EAC iret 5 

SHOW WINDOW AND DISPLAY CASE LIGHTING PAGE 17 

FOOD CASE REFLECTORS PAGE 24 

REFLECTORS WITH ARM BRACKETS BAC Eno 

REFLECTORS WITH UPRIGHT SUPPORTS RiNGs, 2. 

SUSPENDED REFLECTORS EACGEsSS 

FITTING MIRROR LIGHTING PAGE 42 

BANK AND COUNTER SCREEN LIGHTING PAGE 45 


Numerical Index, See page 48 


Modern Architectural Lighting, see Section B 


Holophane Controlens Lighting, see Section C 
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HOW TO ORDER CONTINUOUS REFLECTORS 


If information on any of these points is omitted, we will use our best 


| 
State catalog number of item. 


2 
State exact length required. 


3 


Exterior metal and finish—reflecting 
surface — socket spacing, if other 
than “standard specifications’”’ 
as listed for the item, are de- 
sired. 


4 


Type of wire feed connection. 
Standard connections are as 
shown on drawings at right, ex- 
cept where otherwise specified 
in catalog. Other types of con- 
nectors available are illustrated 
on page 11. 


5 
Location of wire feed connection. 
Except where otherwise speci- 
fied in catalog, connections are 


placed as shown on drawings 
at right. 


Mounting Methods. For show case 
reflectors, see page 6. 


7 


Fittings—Show case reflector to 
switch, see pages 6, 7, 11; For 
other reflectors, see page 11. 


8 
State size of lamps to be used. 


9 
State number of circuits and how 
divided, or all sockets will be fur- 
nished on one circuit. 


10 
If switch is required, state type, 
or we will furnish what we con- 
sider the most practical. Large 
toggle, small toggle or levolier 
switches are the types usually 
furnished. 


SAR DEN PSC lites 


2 


PLATING peflectorR & MFG. CO., 


judgment in filling the order. 





bees LENGTH 


SHOW CASE REFLECTORS 


Length includes fittings. Unless otherwise specified, re- 
flectors are equipped with elbow fitting to connect 3%” rigid 
tubing. See specifications, page 4. 


(15) [SD 


ALL OTHER CONTINUOUS REFLECTORS 


Length includes fittings. Unless otherwise specified, re- 
flectors are equipped with fittings to connect 3%” flexible 
conduit, at each end of reflector. 


cpm 


CURVED 
REFLECTORS 


Perfectly smooth 
surface 











Any length or 
radius. Made 
without a wrin- 
kle or blemish to 
mar their ap- 
pearance. 















When ordering reflectors for curved or mitered cases, give dimensions 
as indicated. State if dimensions given are for outside of reflector 
or inside of case. If possible include section of top moulding or send 
template. If reflectors are to be used with mounting brackets be 
sure to state type desired, so that proper allowances can be made. 


J 











H MITERED REFLECTORS 


When ordering, indicate type of joint 
desired or type MC solid joints will 
be furnished. 


SOLID JOINT MITER 
Type MC 


A clean, well soldered joint 
continuing the smooth sur- 
face of the shell without 
interruption. 


GARGCY 


LOOSE JOINT MITER 
Type MS 
Reflectors are mitered and 
Joined together by a plate 
screwed to the face of 

reflector. 


CHICAGO 
DIVISION 





Bonwit-Teller Store, New York City 


Stern Brothers, New York, N. Y. 
Sears-Roebuck windowless store, Chicago, Ill. 
Wm. H. Block, Indianapolis, Ind. 

Frederick & Nelson Co., Seattle, Wash. 

Davis Store, Chicago, Ill. 

J.N. Adam & Co., Buffalo, N. Y. 

Boston Store, Milwaukee, Wis. 

Stewart Dry Goods, Louisville, Ky. 


With merchants increasingly aware of the 
desirability and effectiveness of high inten- 
sity general lighting in their stores, the need 
has arisen for corresponding increases of the 
lighting levels within their show cases. And 
while it was an easy matter to maintain show 
case lighting at from two to five times the 
general lighting levels, when the latter was 
no more than 10 foot candles, the increase of 
general lighting levels to twice or three times 
this amount, created a showcase lighting 
problem not so easily solved. 


That the GARCY showcase reflectors, 
shown on succeeding pages, have successfully 
met this test is evidenced by the fact that 


Burdine's, Miami Beach, Fla. 
Oreck's, Duluth, Minn. 

Hecht Co., Washington, D. C. 
McCurdy & Co., Rochester, N. Y. 
Wieboldt Northtown, Chicago, Ill. 
Kline's, Kansas City, Mo. 

Gimbel Bros., Milwaukee, Wis. 
Thal's Fashion Shop, Dayton, O. 


they were selected for the great majority of 
department store installations during the 
past few years. 


There are very good reasons why GARCY 
reflectors perform so well. The GAR-LITE 
reflecting surface, recently perfected, pro- 
vides reflectivity that is permanent, control- 
lable and the highest yet available for show 
case troughs. Reflection control is attained 
by proper design and accuracy in manufac- 
turing. With GARCY reflectors the light is 
reflected evenly and confined to a definite 
area, the interior of the show case. Absorp- 
tion—diffusion-—spill—the three major rea- 
sons for light loss, are reduced to a minimum. 


GARCY 
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SPECIFICATIONS — CONTINUOUS SHOW CASE 
REFLECTORS 


APPLYING TO REFLECTORS ON PAGES 4 AND 5 


EXTERIOR 
No. 3302 made of brass, others of steel. Can also be fur- 
nished in brass or nickel silver. 
STANDARD FINISH: Statuary bronze plated. 
OTHER FINISHES: Steel reflectors can be furnished in any 


plate, spray or lacquer finish; brass reflectors in any plated 
finish. 


REFLECTING SURFACE 


GAR-LITE (Described on next page) is standard. 
OTHER REFLECTING SURFACES: The following reflecting 


surfaces are also available. 

GAR-CO. Similar to GAR-LITE, but with a permanent diffus- 
ing finish. Reflectivity is somewhat lower. 

CHROMIUM. A very practical reflecting surface; permits 
accurate light control. 


PORCELAIN. Finest grade porcelain with reflectivity as 
high as possible for this material (not furnished in No. 3302). 
A good diffusing surface. 


SOCKETS 


Except Lumiline lamp reflector 


Hinged porcelain sockets are standard. Sockets can also be 
furnished stationary instead of hinged. 


SOCKET SPACING 


Except Lumiline lamp reflector 


Sockets 18" on centers is standard spacing. 12", 15", 24" 
or any other spacing can be furnished. 


HANGING METHODS 


Lumiline lamp reflectors have straps, others with screw holes 
to fasten to wood frame case, as shown in sectional views. 
Other hanging methods, see page 6. 


ELECTRICAL CONNECTION 

STANDARD CONNECTION: Reflectors are furnished with 
elbow to connect 3" rigid tubing at right end, clerk's view 
of case. Wiring chambers at each end of reflector provide 
a convenient place to connect wires. If desired, special large 
wiring chambers can be furnished at ends. 

OTHER CONNECTIONS: If desired, connection can be 
furnished at both ends, or at left end only. Other connectors 
can be substituted for the 3"' tubing elbow as follows: El- 
bow fittings for 5/16" square tubing, /2"" round tubing or 
5/16" flexible conduit; straight fittings for 34" tubing, 5/16" 
or 3'' flexible conduit. 


REFLECTOR WIRING 


Reflectors are furnished wired with a 6 ft. wire lead at one 
end or 3 ft. wire leads at both ends (longer if required). 
Reflectors can also be furnished unwired. 


SHOW CASE WIRING 


Methods of carrying wire through show cases, see page 7; 
for wiring between cases, see page II. 


REFLECTOR FOR LUMILINE LAMPS 





No. 3199 


Section is % actual size 


Made with snap-in disc sockets for lumiline 





continuous - filament, end -contact, tubular 
lamps. 


SOCKET SPACING: Sockets are spaced to effect a continu- 
ous line of light with 18"' lamps. When necessary, sockets for 
one or two 12" lamps are included in order to provide the 
maximum amount of continuous lighting. Also furnished with 
sockets for 12" lamps throughout if specified. 


HANGING METHOD: Reflectors are provided with snap-in 
type straps to screw to wood moulding at point indicated on 
sectional view. Straps can also be furnished with screw holes 
in any other location. Other hanging methods, see page 6. 
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CONTINUOUS SHOW CASE REFLECTORS 
FOR SCREW BASE TUBULAR LAMPS 
Standard Specifications see preceding page 


SWIVEL ELBOW CONNECTOR | 


tom or back of case as required. 





HINGED PORCELAIN SOCKETS 


Sockets can be tilted for easy handling of lamps 
or cleaning in back of lamps. Spring clips hold 
lamps firmly in place—insure concealment of light 
source from both customers and clerks. 





For T6% screw base tubular lamps. 


Sections are 
actual size 





For T6% screw base tubular lamps. 





SINGLE PIECE DRAWN SHELL 


Permits running of rigid conduit toward bot- | Exteriors are drawn in one continuous 
length, either straight or curved, without 
| wrinkles, waves or blemishes. 







EFFICIENT REFLECTING SURFACE 


GAR-LITE, the new _ processed 
metal concentrating reflector sur- 
face furnishes the highest reflec- 
tivity yet available for show case 
troughs. Light reflection is con- 
trolled to spread evenly, and with- 
out waste, throughout the show 
case. 


These reflectors are also used in island or 
wall display cases, particularly, if made 
with narrow cornice. Larger reflectors for 
display cases, see page 13. 





No. 3196 


For T10 or T8 screw base tubular lamps. 


No. 3198 


For T6% screw base tubular lamps. 


See ae eso GG ARGCY 2 
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holes. Nuts are Show case reflectors ex- 
attached ra fe cept where otherwise in- Cap and strap screw to- 
r : : 
i pe <a dicated are furnished eee Hees sr 
Bolt plates have pin points on back. with screw holes at A. If holes in retlector. P 


First attach plates to reflector out- 
side of case. Then place reflector 


in 





MOUNTING METHODS 


SHOW CASE REFLECTORS 


MOUNTINGS FOR WOOD STANDARD MOUNTINGS FOR ALL 
FRAME CASES MOUNTING GLASS CASES 








No. 3160 Bolt Plate and Nut 


Bolt plates fas- 
ten to mould- 
ing of case. 
Bolts project 
into reflector 
through screw 











screw holes are desired at 








No. 3140 Screw Strap 





are inserted between 
front and top glass and 


proper position and press. The B or C, please specify bent down to secure re- 


pin points will mark exact loca- 
tion on moulding for attaching 
plates. 





Sn 


No. 3159 


Mounting 
Bracket 





ap-in type. Regularly furnished for moulding as 


shown. If wanted for other styles of moulding, fur- 


nis 


h sketch. 








No. 3146 Mounting Strap 


Serew to wood at convenient point, then bend around 
reflector to hold same at angle desired. 


No. 


No 


No. 
No. 


G 
6 


CONNECTORS 


B3147,  -H3020 »=- T3020 
63020 


G3020. Elbow (3" tubing to 5/16" flexible conduit). 
. H3020. Elbow (34"' tubing both ends). 

T3020. Tee (3%" tubing all around). 

B3147. Elbow (34" tubing or 5/16" flexible conduit, 


to same). 


when ordering. flector firmly. 


Snap-in brack- 
ets are avail- 
able for any 
reflectoron 
pages 4 to 9. 
When __ order- 
ing, specify 
catalog num- 
ber of bracket 
and state re- 
flector on No. 3170 
which it is to é 

be used. Mounting Bracket 





















Snap-in type. For new cases, clips should be installed 
before cases are assembled. For existing cases, place 
X before number and brackets will be furnished with 
straight top lip, which can be inserted between glass 
plates and then bent down over front glass. Also 
furnished for slope front case. When ordering, state 
degree of slope. 


AND FITTINGS 


fell; 


Colt ee Lo l47 


No. C3147. Connector (34"" tubing to 5/16" flexible 
conduit). 


No. H3147. Collar (support down tube at floor of case). 


No. K3147. Spring clip (holds tubing in place against 
moulding). 


No. 13147. Clip (holds flexible conduit in place). 


GARGY 
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Wiring plans include all 
parts numbered on illus- 
trations necessary to 
carry wire from reflector 
elbow to switch box, 
complete with wire. 
Switch, plate, box and 
wiring from switch to 
house feed are not in- 
cluded. 


Parts only— 
Wire and conduits, see page ||. 


Show case connectors and fittings, 
see preceding page. 

Switches, plates and boxes, see 
page ll. 

Switch box connectors, see page 
ie 
































Plan BR 


SAR Dre oNee Geli ter: 


PLATING Rertector & 


WIRING PLANS 


SHOW CASE REFLECTORS TO SWITCH 














Plans CR and CS 


WIRING PLANS 


Plan CS 
Feed wires are carried in *%” square tubing (No. Y3307) from front 
to rear of case, then through closed back standard and flexible con- 
duit (No. X3147) to switch box. 


When ordering, state inside depth and height of case. Flexible conduit furnished 
9” long unless otherwise ordered. 


Plan CR 


This plan is same as plan CS except that 3,” round tubing (No. 
Y3147) is furnished instead of the square tubing. 


Plan AR 
This plan brings the feed wires down the front corner of the case 
through 34” round tubing (No. Y3147), and back under the floor of 
the case through flexible conduit (No. X3147) to the switch box. 


When ordering, state inside height of case. Flexible conduit furnished 30” long 
unless otherwise ordered. 


Plan BR 
Feed wires are carried back across the end of case and down the 
rear corner through 34” round tubing (No. Y3147), then through 
flexible conduit (No. X3147) to the switch box. 


When ordering state inside length and height of case. Flexible conduit furnished 
9” long unless otherwise ordered. 


R pale 
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ONE-LITE REFLECTORS 


FOR SCREW BASE TUBULAR LAMPS 


With hinged sockets for easy relamping and cleaning. 
Spring clips prevent lamps from drooping. 





SPECIFICATIONS 














No. 3001 


814” long with socket for stand- 
ard base lamp. 

Also furnished with socket for inter- ; 
mediate base lamp. Mounting straps plated finishes. 


permit attachment in either wood 
frame or all glass case. 


EXTERIOR: Made of steel, statuary 
bronze plated. Also furnished of steel, 
any sprayed or plated finish, or brass 

















REFLECTING SURFACE: GAR-LITE, a 
he, See processed metal reflector of high effi- 
i aan ciency is standard. Chromium and other 
reflecting surfaces are available. See 


list on page 4. 


HANGING METHODS: Reflectors have 
screw holes or straps as_ illustrated. 


Other types of hangers, see page 6. 





WIRING: Reflectors are furnished un- 


wired, unless otherwise specified. If wire 

















is wanted, state length required at each 







No. 3147 end. 
814,” long with socket for stand- 
ard base lamp. ELECTRICAL CONNECTION: _ Reflec- 


Also furnished with socket for inter- 
mediate base lamp. Has screw holes - y 
for attachment. nect 3" tubing. Also furnished with 


Section is % size larger nipple for 3g" flexible conduit, if 














tors have nipples at each end to con- 


required. 


WIRING PARTS: Conduits, wire and fit- 
tings, see pages 6 and ||. 


YF —@ ~~ 
/ 


cy, Ormeh 





No. 3304 


9” long with socket for intermediate 
base lamp. 


Section is % size Has screw holes for attachment. 





wo te GAROYS 22 3 eee 
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ONE-LITE ASSEMBLIES 


Assemblies of the One-Lite reflectors, shown on preceding page, in 
complete sets, assembled and wired with fittings. 


HOW TO ORDER 
COMPLETE ASSEMBLIES 





H Slay 1. State correct catalog 

J Floor of Case 2V number, which _indi- 
J cates whether show case 

or wall case assembly is 
Niacseneen required, and the style 

E3132 of reflector to be used. 


Switch, Plate 
and Box 





SHOW CASE ASSEMBLY 


With wiring plan “A”. Reflectors connected with rigid tubing, wired 9, Give inside length of 


and assembled complete as illustrated. Lamps not included. Other case. If show case as- 
wiring plans, see page 7. sembly, also state inside 
height and depth. 
Assembly Nos. $C3001 $C3147 $C3304 
With Reflector Nos. 3001 3147 3304 a 





3. State number of reflec- 
tors desired in assem- 
bly. 


SRD Re WARE RRM ROT SA » . 190539 
My 


‘yi 








~ Clips fo hold Flexible Conduit Flexible Conduil —“y 


= 
cs 
47 
4 








Sea) ee = spppu 4. Check specifications for 
Box Connector—~ © reflectors on preceding 
page. Stateany changes 
WALL CASE ASSEMBLY required from standard 
specifications. 
With wiring plan “‘D’’. Reflectors connected with flexible conduit, 
wired and assembled complete as illustrated. Switch or lamps not ee 
included. 
5. If wiring plan other 
Assembly Nos. WC300! WC3147 WC3304 than “A” or “D” shown 
With Reflector Nos. 3001 3147 3304 on this page is required 


please state. 
Wall case assemblies are furnished with 3 feet of wired flexible conduit from 
last reflector. Can be furnished with additional conduit and wire, if specified. 


The following table may be used for determining the number of One-lites to be used in any size case to obtain 
adequate illumination. It represents combinations most frequently used. 


Length of case, ft. 2 3 4 5 6 7 8 9 10 11 12 
Number of lights 1 1 ee ye 2,0 3 3,4 4,5 4,5 4,5 AS.05.0 
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ONE-LITE AND TWO-LITE REFLECTORS 


FOR STANDARD LAMPS 





No. 6125 One-lite Reflector No. 6156 


For lamps up to 75 watts 


No. 6125 


9” Reflector, single socket 


No. 6126 


18” Reflector, twin socket 





Nos. 6125, 6126 


FOR SCREW BASE TUBULAR LAMPS 














Two-lite Reflector 


For lamps up to 40 watt 


No. 6155 


9” Reflector, single socket 


No. 6156 


18” Reflector, twin socket 


Nos. 6155, 6156 


SPECIFICATIONS 


EXTERIOR: Steel, statuary 
bronze spray finish. Also fur- 


nished of brass or in other 
finishes. 

REFLECTING SURFACE: 
Chromium is standard. GAR- 
LITE, porcelain and _ others 
are available. See list on 
page 4. 

WIRING: Furnished unwired 
except where otherwise noted, 
or order specifies ''wired"'. If 


wire is wanted state length re- 
quired at each end. 





| With 3 ft. Flexible con-| 


Unwired duit and wire from Sockets | Face Height 
Reflectors onenekn | 

No. 3049 No. P3049 Siapderd one 1%” 
No. 3046 No. P3046 Intermediate 2 ake |% 
No. 3037 | __No. P3037 Intermediate _ *e" Vg % 





NOTE: 


| 
| 
| nished_ with 
| 
| 


ELECTRICAL CONNECTION: 
Fittings each end to connect 
¥g” flexible conduit. Also fur- 
connection for 
ts” flexible conduit or 3” 
tubing. 


WIRING PARTS: Conduits, 


wire and fittings, see pages 


These reflectors are similar to the One-Lite Reflectors, Nos. 3147, 3304, on page 8. 


COMPLETE REFLECTOR ASSEMBLIES 
WITH REFLECTORS SHOWN ABOVE 


When ordering state number of reflectors and inside length of case. 


6, Ul. 





WALL CASE ASSEMBLY 


With wiring plan “D”. Re- 
flectors connected with flex- 
ible conduit, wired and as- 
sembled complete as _ illus- 
trated. Switch or lamps not 
included. Other wiring plans, 
see page 7. Furnished with 
3 feet of wired flexible con- 
duit from last reflector, Ad- 
ditional conduit and wire 
furnished if specified. 











Clips lo hold Flexible Conduit 
ree a i 






Box Connector —™” 





Assembly Nos. 


WC3046 


F WC3037 WC3049 WC6125 WC6126 WC6I55 WC6156 
With Reflector Nos. 3046 3037 3049 6125 6126 6155 6156 
GARCY 
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FITTINGS, CONDUITS, SWITCHES 


J 3147 





3138 
No. 3038. Squeeze elbow for %” flexible conduit. No. 3312. Set screw sleeve connector for 75” flexible 
No. 3039. Cap to close opening in end of reflector. conduit. 
No. 3138. Squeeze connector for 9” flexible conduit. No. 3313. Set screw sleeve connector for %” flexible 
No. J3147. Squeeze connector for 5” flexible conduit. conduit. - 3 
No. 3310. 98” bushing for cloth covered wire. Other No. 3317. Set screw elbow for ys" square tubing. 
sizes can be had. No. 3318. Set screw elbow for 9” round tubing. 
No. 3311. Set Bees sleeve connector for %” round No. 3319. %” knockout. Specify location desired. 
tubing. 


POLARIZED 3-WIRE RECEPTACLES 
WITH MALE AND FEMALE PLUGS 


Approved by Fire Underwriters 
Blueprints on request 


FACE PLATES WITH 
SWITCHES, RECEPTACLES, 
OUTLET BOXES 


The face plates shown are furnished 
complete with switches, convenience 
receptacles, and outlet boxes as listed. 


No. 4242 


A complete set for connecting show case to house outlet. 


No. 4243 


A complete set for connecting one show case to another. 


WIRE AND CONDUITS 


¥ 3147) ¥ 3137 








No. A3132 No. B3132 CU A 
With double pole With duplex conve- X 3147, X3137 
toggle switch. nience receptacle. 3137, 3136 

No. E3132 
With single pole tog- 
gle switch. 


Complete with outlet box 2”x3”x2%” deep. 








RIGID CONDUITS 


Dimensions are outside diameter 


No. Y3137. %” round brass tubing, unwired. 
No. Y3147. %” round brass tubing with No. 18 wire. 
No. Y3307. i” square brass tubing, unwired. 
No. Y3308. is” square brass tubing with No. 18 wires. 
FLEXIBLE CONDUITS 
Dimensions are inside diameter 
No. 3136. 38” flexible conduit with No. 14 wire. 


- - No. 3137. %” flexible conduit, unwired. 
No. X3137. v5” flexible conduit, unwired. 
No. C3132 No. D3132 No. X3147. i” flexible conduit with No. 16 wire. 
With double pole With double pole 
toggle switch, duplex toggle switch, single 
convenience rece p- convenience rece p- SLOW BURNING, ASBESTOS COVERED WIRE 
tacle and outlet box tacle and outlet box 
334"x3"x2%"” deep. 2”x3" x25” deep. No. 12 wire. Stranded, black or white. 
: ’ . No. 14 wire. Stranded, black or white. 
Any of these items can be furnished with No. 16 wire. Stranded, black or white. 
shallow outlet boxes, 2” deep, if desired. No. 18 wire. Single, black or white. 
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CONTINUOUS WALL CASE REFLECTORS 












A typical 
wall case 
installation 


Eastman Kodak 
Store, 
New York, N. Y. 


A Asymmetric reflect- 
orsare usually placed 
>—~ at the front of case, 
SN since they are de- 
signed to project the 
light straight down 
iN and toward the back. 





Illustration shows typical construction of reflectors listed on next 
page. 


SPECIFICATIONS — CONTINUOUS REFLECTORS 
Applying to Reflectors on next page 


EXTERIOR: Made of steel. Can also be furnished in brass. 


FINISH: Aluminum spray on steel is standard. Any spray, lacquer or plated 
finish can be furnished. 


REFLECTING SURFACE: Chromium is standard. Other reflecting surfaces 


can be furnished. See list on page 4. 





SOCKETS: Single porcelain sockets are standard. Can also be furnished with Symmetric reflectors can be set back as 
a far as the center of the case, since the re- 

flected light is equally distributed. Where 
SOCKET SPACING: Single sockets spaced 18" on centers. Any other spac- lamps cannot be concealed from normal 


view as in island cases, reflectors may be: 


1. Equipped with hinged diffusing glass 
WIRING AND CONNECTIONS: Reflectors are completely wired with 3 ft. doors attached directly to reflector 
lead, straight connector for 34” flexible conduit and wiring chamber at one eee) See illustration top of 
page 14. 


Reflectors may be set into a recess 
and a GARCY hinged frame with 


SWITCHES OR HINGED DOORS: See page 1/4. diffusing glass (No. 6024, page 14) 
used to close the opening. ; 


ing can be furnished. 


or both ends, as required. Can also be furnished with elbow connectors in- 
stead of straight. 


bo 


a GARY ee eee 
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CONTINUOUS REFLECTORS 


FOR WALL CASES, ISLAND CASES, ETC. 
Specifications, see preceding page 


For cases with narrow cornice, use 


reflectors on page 5 
STANDARD SIZES 
Any other shape or size can be furnished 






















































Dimensions 
No. | Face |) 0" spree — No. 3102 
amps YP TO! Height | Width 
N3050 317," 60 watt ay au 
P3050 4" 100 watt 31/,"" 41/4" 
©3050 5" 200 watt 4]/." 5I/," 
T3079 By 60 watt 5l/5" 5" 
V3079 it 100 watt 63/," 5" 
W3079 5" 200 watt 73," 5" 
W3102 4" 100 watt 31/," 4" 
Q3102 oo 200 watt 4° 5 
R3102 63 200 watt 41/5" a 
$3102 g" 200 watt 41/5" 8" 
W3103 4u 100 watt 4" Ala 
P3107 4' 60 watt 2'/5"" 4" 
U3107 4l/>"" 100 watt 3," Al/,! 
©3107 | 5" 200 watt 4i 5" No. 3079 
R3107 5l/" 200 watt 4 i 
N6108 3050 60 watt a7 
P6108 4" 100 watt 4 
Q6108 5 200 watt 4/5" 
R6108 6" 200 watt Ee 
$6108 g" 200 watt 5" 
N6109 355 60 watt 158 
P6109 4" 100 watt 4" 
Q6109 ae 200 watt 41/,"' 
a R6109 Re 200 watt Bk 
eee $6109 8" 200 watt 5 
N61 10 31/5" 60 watt 31/5" 
P6110 4" 100 watt 4" 
No. 3103 Q6110 5" 200 watt 4l/>"" 
R6110 5" 200 watt ae 
S61 10 g"' 200 watt 5 
| N6515 4\/5"" 60 watt 334' 
FOR MIRROR BACK P6516 31," 100 watt 4" 
CASES —— 
FOR HIGH, SHALLOW 
WALL CASES 
\ Wo I d. TH 
FACE | 
No. 6516 


Reflector is designed to pre- 
vent reflection of lamps 
from being visible in mir- 


Choe 





ror back of average size No. 6515 

wall cases from ordinary 

viewing angles. Blue print This reflector is most efficient for high 

showing application fur- and shallow wall cases, as most of the 

nished on request. light is projected directly down. No. 6110 
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HINGED DOORS FOR CONTINUOUS REFLECTORS 








SWITCHES 


Toggle switch (as illustrated) or 
levolier pull-chain switch can be 
furnished built into reflector, if 
desired. 


ATTACHED TO 
REFLECTORS Acevecton 


HOUSING 
Any continuous reflec- ee | 


tor can be furnished RE ery 
with hinged doors and 
glass, (No. 6021, illus- 
trated below) attached 
to reflector as shown. 











Section 
Shows hinged door attach- 
ed to reflector housing. 


When ordered with hinged doors, all reflectors on page 13, 
that are listed for lamps up to 60 or 100 watt (except Nos. 
3079, V3709 and P6516) should be used with tubular lamps only. 


If standard lamps (up to 60 watt) are to be used, these reflec- 
tors must be made deeper. Blue prints showing changed dimen- 
sions furnished on request. 


HINGED DOORS FOR RECESS ATTACHMENT 


Strongly constructed, with provision for easy insertion or removal of glass. 


Ae me Ca ae me RN A Ae RT SE SIN Pe A SER FR en 
ea eee 


nara 


of — 
No. 6021 
Doors with hinges, for wood recess. 


Complete with glass, screw catches and 


strikes. 


Sa 


~ 


i 


Made any size. 








aa O_ 
No. 6024 


Doors with “Z” angle finishing frame. 
Complete with glass and screw catches. 














£ ANGLE ELMiSHIMy 
enawe 


Section shows application of No. 6024 frame for wood opening. 


Applications for plaster openings see page 67. 


SPECIFICATIONS — HINGED DOORS 


FINISHES: Standard finish is brass, statuary bronze plated. 
Also furnished in steel, any lacquer spray or plated finish; 


brass, any plated finish; or nickel silver, satin or polished 
finish. 


GLASS: Flashed opal glass is standard equipment. Can also 
be furnished with any other type of flat glass, such as sand 
blasted, dense opal, colored, Pyrex heat-resisting, daylight 
color-correction or special glasses such as moulded picture 


SIAR DENS.CuTIY 


plaques, Holophane controlenses, etc. For the special glass, 
frames are generally made from flat channels or stamped 
from sheet metal. Types of glass, see pages 66, 67. 

HINGES: Frames are furnished with either continuous hinges 
or with individual hinges as illustrated on No. 6024 above. 
Continuous hinges are furnished unless otherwise specified. 


CATCHES: Catches are a new type that cannot be dropped 
out or lost. 
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WIREWAYS AND SOCKETS 


Nested channel wireways, aluminum sprayed finish. Any lengths, with sockets for lumiline or 
screw base lamps, spaced as required. Ends are closed and fitted with B.X. connector. Regu- 


larly furnished unwired. 


FOR LUMILINE LAMPS 


With snap-in dise sockets 








No. Width Height 
6863 134" | 3" 
6867 13," 3g" 


SOCKET SPACING: Sockets are furnished for 18" lamps, 
18'' on centers unless otherwise specified. Also available for 
12'' lamps, 12'' on centers. A minimum of |" should be 
allowed beyond first and last lamp for wiring connection. 


HINGED LOUVER SCREENS 


Instead of the frames and glass shown on 
preceding page, various types of louver 
screens may be used with any GARCY reflec- 
tor or with the wireways shown here. 


Louver screens are furnished any size, hinged or 
stationary, attached to reflectors or separate for 
attachment to recess opening. 


No. 6383 


Longitudinal 
louver screen 





No. 6384 


Crosswise 
louver screen 


No. 6385 


Lattice 
louver screen 











FOR SCREW BASE LAMPS 











— 





Wireways with special porcelain angle sockets, 
which permit any size screw base lamp to fit close to 
wireway. For lamps up to 200 watt. 


No. Width Height 
6864 13," | 3" 
6865 4" 5/g"' 


SOCKET SPACING: Sockets are spaced 18" on centers 


unless otherwise specified. 


STRIP REFLECTORS 
FOR LUMILINE LAMPS 














Nos. 6861, 6862 
Strip Reflectors 


214” wide, 142” high 


GAR-LITE reflecting sur- 

No. 6861 face, steel channels, alumi- 
num sprayed. Furnished 
wired with wiring cham- 
bers and B.X. connector at 
each end. 


SOCKET SPACING: Sockets are fur- 
nished for 18" lamps, 18'' on centers 
unless otherwise specified. Also avail- 
able for 12" lamps, 12" on centers. 
Allow |" at each end for wiring 


No. 6862 chambers. 


GARCY 


GARDEN CITY PLATING ecrpcron & MFG. CO., CHICAGO 
DIVISION 15 


LIGHTING SILHOUETTE SIGNS 


GARCY can furnish all types and sizes of metal letters in addition to the reflectors and metal 
fittings for this type of sign. 























WO.6018 CURVED 
METAL BACK: 
METAL OR NO. 6017 CURVED 
WOOD LETTERS f_/ METAL BACK 
SPRAY FINISHED 
ALUMINUM, WHITE, METAL OR WOOD 
oR ¢ £ 1 Hi . . ETTERS 
R COLOR a _ Lighting Lighting t 
Je : sign boxes a sign soi cums 
6865 " 
eter’ and wall box WHITE, OR COLORED 
case 
. NO. 3050 
en) Bee eA 
CLEAR OR > ; 
DIFFUSING yeee 
GARCY METAL FRAMES 
AND TRACKS FOR 
SLIDING GLASS DOORS 
No. 6018 background furnished The sections illustrate two No. 6017 background furnished any size or 
; : : ae re i 3 e 
any size or length required. No. methods of illuminating length required. No. 3050 reflectors, see pag 
- : ; , ‘ 13. Any of the display case type reflectors 
6865 and other wireways, see this type of sign. Sections shown on pages 4 to 10 or GARCY wireways, 
preceding page. are ¥% actual size. page 15, can also be used for this purpose. 


- No. 6272 
=|. Decorative 
| metalcornice 
furnished 
straight or 
curved as illus- 
trated, with re- 
flector for tu- 
bular lamps. 


The letters are es 
GARCY alphabet Section 
No. 1512, made of 1%4"-1'0" 
sheet metal, any 

size required. 





tMETAL LETTERS 








Section 
2”-4' 0” 












No. 6262 


Cornice type lighting reflector with curved louvers of extruded aluminum, indirectly lighted to 
form a luminous background for the letters. 


Can also be furnished open or with diffusing glass in bottom or top to project light up or down. 
GARCY alphabet No. 1514, made of sheet metal, any size required. 


GARCY 
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The letters are 


ROUND FLUSH-RECESSED LIGHTS 


FOR DISPLAY CASES, SHOW WINDOWS, ETC. 
ALZAK-PROCESSED ALUMINUM REFLECTOR AND DIFFUSING GLASS IN HINGED FRAME 
Installation and wiring easily accomplished from below openings. Construction same as louver 


lights on next page 


SCHEDULE OF FIXTURES 


Each unit is complete with ceiling flange, hinged frame 
with glass, reflector, socket and standard junction box. 

















Diameter 
N For lamp, | With diffusing | Height 
O. 

watts glass to cut of 
hole flange 
6231 75: }00MmL te Elaf.cpal ADS anes 
6232 150,200 Flat opal 105%" 9/4" 115" 
6233 300,500 Dished Pyrex 12345 Wee 1526s 




















GLASS: Nos. 6231, 6232 can also be furnished with flat Pyrex 
heat-resisting diffusing glass. 


FINISHES (Flange and Hinged Frame): Dull Cadmium. Any other 


finish can be furnished. 


FOR PLASTER CEILINGS 


Separate plaster rings can be furnished for installation 
when lathing is done. Not included in price of fixtures. 





Nos. 6231, 6232, 6233 


LOUVER REFLECTORS WITH ADJUSTABLE SOCKETS 


Flanged louver rings 
attach directly to re- 
flectors—are easily re- 
moved or replaced 
with a slight twist of 
the hand. 


Frequently used for 
interior store displays, 
such as column plat- 
forms, display niches, 


Socket and junction box as- wall cases, etc. Can be 
sembly are mounted with a 
slide adjustment which 
permits proper focusing of 
various size lamps. Set 


screws hold assembly se- 


curely in place. Nos. 6880, 6881 


recessed into wood 
openings with limited 
depth. 





SCHEDULE OF FIXTURES 


Fixtures consist of aluminum reflector with bracket, 
HO] socket, junction box and concentric louvers with FINISHES (Flanged 





























flange. Louver Rings): Furnish- 
La | peNrAe Diameter ed satin nickel plated. 
; if j { ustable ; 
vi ry + No. ae lamps Height to cut of Any other finish can be 
DIAMETER TO CUT HOLE | hole flange furnished. 
areas | 6880 | 60 to 100 W.| 4%" | o-t/ie"| 8" | 
| 6881 |100 to 200 W.| 5-5/16" | 10-1716" | 12" 








These fixtures also furnished without louver rings. To specify place prefix A before number. 
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INDIVIDUAL FLUSH-RECESSED REFLECTORS 


FOR DISPLAY CASES, SHOW WINDOWS, ETC. 
REFLECTORS ARE ALZAK-PROCESSED ALUMINUM 
Also see ''Flush-Recessed Panels,'’ page 65 











OPEN TYPE 
Nos. 6765, 6766, 6767 





REFLECTOR 





DIAMETER. TO Cut WOVE | 
DIAMETER OF FLANGE 


FOR MOUNTING ABOVE GLASS PANELS 









JUNCTION BOX 


GARDEN CITY 


18 


AND SOCKET 


ALZAK - PROCESSED 
REFLECTOR 


DIFFUSING 


PLATING REFLECTOR & MFG. 


EASY TO INSTALL 


Wiring, attachment, and 
lamping easily accomplish- 
ed from below. If neces- 
sary, reflector can be de- 
tached and dropped below | 
ceiling without removing © 
ceiling flange. 





FOR PLASTER CEILINGS 


Separate plaster rings can be 
furnished for installation when 
lathing is done. Not included in 
price of fixtures. 








WITH CONCENTRIC LOUVERS 
IN HINGED FRAMES 


Lamps Are Concealed from View 
Nos. 6771, 6772, 6773 


Each unit is complete with ceiling flange (open or with louvers) re- 
flector, socket and standard junction box. 


Hinged louver rings can be attached to open units, which come already 
drilled for the purpose. 























Open Concentric For Diameter 
Type Louver _ Lamp, Height Teac Of 
Units Units Watts Hole Flange 
6765 6771 —‘|*75,*100,150| 834” 9/4" 1154" 
6766 6772 *150, 200 1054" 91/4" 1154" 
Meee 7s7 6773 300, 500 123," 131/," 1554" 




















*With these lamp sizes, reflectors will give better results if socket extension is 
used, 


FINISHES (Flange and Louvers): Dull Cadmium plated. Any other finish can be 
furnished. 


The reflectors shown here are the Nos. 6590 to 6595 listed 
on the next page. 

For this type of application GARCY offers surface mount- 
ing knockout boxes with special covers and sockets for 
attachment to reflectors. 


JUNCTION BOXES AND SOCKETS 


To fit reflectors listed on next page. 


No. 6774 
2%” high. For reflector Nos. 6590, 6591, 6593, 6594. 


No. 6775 
3” high. For reflector Nos. 6592, 6595. 


HINGED FRAMES WITH DIFFUSING GLASS 
The frame illustrated here consists of a standard GARCY frame 
(No. 6021, page 14), mounted in a special outer frame. GARCY can 


furnish every type of glass panel frame complete with any type 
of glass. 


GARCY 
CON tue CH OSAIETO 
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INDIVIDUAL SHOW WINDOW REFLECTORS 
ALZAK PROCESSED ALUMINUM 


The ALZAK process provides a metal reflector that is far more efficient than any previously 
available. These reflectors compare very favorably with the best mirror glass reflectors in effi- 
ciency, and will not tarnish, blister, peel or break. 












WIRE 
CHANNEL 






WIRE 
CHANNEL 


REFLECTOR 
REFLECTOR 


HEIGHT 


os 


ge 


¢—— HEIGHT 


I¢—— DIAMETER > 





Straight Type 
Reflectors 
Nos. 6593, 6594, 6595 


STRAIGHT TYPE REFLECTORS 


Angle Type Reflectors 
Nos. 6590, 6591, 6592 


ANGLE TYPE REFLECTORS 



































No. Pail Height | Diameter | No. | ie | Height | Diameter | 
6590 *75, *100, 150 77/3" 75" 6593 | *75, *100, 150 6/4" 75/g"' 
6591 *150, 200 93/"" 753" 6594 | *150, 200 8l/g"' 75" 
6592 300, 500 lif," 1135" 6595 | 300, 500 93," 1134" 











*With these lamp sizes, reflector will give better results if used with socket extension. 


WIRE CHANNELS 


Two part, nested channels, any length, with sockets spaced 12” on centers. Any other socket spacing can be fur- 
nished. Ends closed and fitted with B.X. connectors. Furnished complete, ready for wiring and attachment of 














reflectors. 
No. 6596 
134” high, 242” wide. For reflector Nos. 6590, 6591, 65938, 6594. 
No. 6597 
2%” high, 4” wide. For reflector Nos. 6592, 6595. 
MOUNTING METHODS LOUVER RINGS 
Channels have screw holes for direct ceiling : a ‘ | 
mounting. If preferred, the hangers illus- Fox concealing lamps from 
trated here can be used or GARCY can view. Hasily attached LOeTe= 
furnish special hangers to provide tilt ad- flectors. Readily detached for 
justment of reflectors. lamp changes or cleaning. 
iti No. 6598 
Wall Hangers 8%” diameter. For reflector Nos. 
ae Se eee 6590, 6591, 6593, 6594. 
A6588 6596 
No B6588 6597 pe NG 0597 
6588 12%” diameter. For reflector Nos. 
s 6592, 6595. 
Ceiling Hangers 
dp Nie: peer SPECIAL FITTINGS 
Ab589 6596 Reflectors can also be furnished with slip rings to 
No B6589 6597 hold glass roundels, diffusing white or colored, or 
6589 gelatin color frames. 
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ALZAK-PROCESSED WINDOW SPOTLIGHT 


Spotlights with screw down base, cord and 
plug. Base has universal adjustment. Al- 
zak-processed reflector provides maximum 


efficiency. 

No. 7515 
For 200 watt lamp. Reflector is 7%” 
diameter. 

No. 7516 


For 300 or 500 watt lamp. Reflector is 
11%3” diameter. 

SPILL RINGS 
Detachable spill ring. Fits over mouth of 
reflector. Conceals lamp and confines light 
to the center beam. 


No. 7517. Spill ring for No. 7515 spotlight. 
No. 7518. Spill ring for No. 7516 spotlight. 











Spotlights can also be furnished with slip ring and colored glass roundel or gelatin color frame. 


INDIVIDUAL MIRROR GLASS 
REFLECTORS 


A complete line of 
mirror glass reflectors 
siiveneD with a ten year guar- 
rertecron antee against peeling 

or tarnishing of silv- 
ered surface. Adjust- 
able adapters permit 
change of focus to 
give best distribution 
for each window. 









CONDUIT #7501 


Reflectors are complete with sockets, holders and 
adapters for attachment to No. 7501 wiring channel 
conduit. 











No. Light Distribution For Lamps 
7510 Widens preacly =scseeee 150-200 watt 
7511 Semi Concentrating... 100-150 watt 
7512 Semi Concentrating...... 150-200 watt 
7513 Concentrating .............. 100-150 watt 
7514 Conceninalingss.s 150-200 watt 


teflectors are also furnished with knockout boxes 
and rings for flush mounting. 
Write for blueprint of type desired. 


CONDUIT AND FITTINGS 


FOR MIRROR GLASS REFLECTORS 


NO. 7501. 20 GAUGE CHANNEL WITH KNOCKOUTS EVERY 3%. 


SIZE — 154" WIDE, 134" HIGH. om 71504 
NO. 7504. CEILING HANGER d “hep 

NO. 7505. WALL HANGER 1505 

NO. 7506. £ND CAP WITH 4" KNOCKOUT, 

NO. 7507. SWIVEL JOINT, ADJUSTABLE : BZ 


ANY ANGLE. 


7501 71507 7501 





AUXILIARY WINDOW 
LIGHTING 





BACKGROUND _\\\I 
=9 


PANEL BOARD 


ZO ae | Sy 
MANIKIN cae 


PART PLAN OF 
TYPICAL WINDOW DISPLAY 














The May Co., Cleveland, O. 


Trough reflectors concealed behind wings or 
other elements of the display provide a con- 
venient means of highlighting backgrounds 
or special portions of the window display. 
For this purpose, GARCY can furnish any 
of the show case and wall case troughs, pages 
4 to 13; completely wired, with cord and 
plug connection and suitable mounting clips. 
Display managers will appreciate the added 
punch that can be given to window displays 
with the aid of reflectors that can be mounted 
and plugged in where required. 
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No. 3056 








No. 3055 


XS 











No. 6240. 
No. 3053 No. 6241. 


EXTERIOR: Steel or brass, any 


finish. 


REFLECTING SURFACE: GAR- 
EES 


SOCKETS AND LAMP SPACING: 
Unless otherwise ordered, re- 
flectors are made with single 
porcelain sockets spaced 18” on 
centers. Any other spacing, or twin 
sockets, can be furnished. 


SrA RIDIE Nee Cr rTey 
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PORTABLE FOOTLIGHTS 


Any length—complete with rubber tipped 
feet, cord and plug. 





With removable louver screen. 
Open face, without screen. 


SCHEDULE OF STANDARD SIZES 


Any other size can be furnished. 


Any reflector can be furnished with name or 
trade mark in raised metal letters, removable 
or hinged glass face, louver screens, or Holo- 
phane Controlenses, as required. 














For Lamps Dimensions 














MS Up to Face | Height 
3053 150 watt 4%” 4 
3055 150 watt 5 iy 334," 
3056 150 watt BY,” Ay eke 
3096 100 watt Le ae G 
6240 100 watt HE 4\/5 
6241 100 watt 4%" | 37/4" 
6243 150 watt rf nets 6%” 














GARGY 
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FOOTLIGHT REFLECTORS 


ss 


Name or Trade Mark can be 
furnished in raised metal letters 
on any reflector. 







RemovaBLe /” 
Glass 
oR 


BAFFLES 


No. 6243 


Has provision for removable 
glass face and border moulding 
of extruded bronze or nickel sil- 
ver around name panel. Also 
furnished with baffle plates be- 
tween lamps, with louver 
screens, or with Holophane Con- 
trolenses. 


MITERS: Reflectors can be fur- 
nished with miter joints or ends 


see page 2. 
WIRING AND CONNECTIONS: 


Reflectors are completely wired; 
portable type with cord and plug, 
others with 3 ft. lead and straight 
connector for 3%” flexible con- 
duit at one or both ends as re- 
quired. Also furnished with elbow 
connector instead of straight. 
Other types of connectors, see 
page Il. 
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CONTINUOUS SHOW WINDOW REFLECTORS 






No. 6201 


Shown with hinged dif- 
fusing glass doors. 


No. 6202 


Shown with Holophane controlenses in hinged frame. 
Holophane lens details, see page 86. 


No. 6213 


Shown with louver 
screen separate 
from reflector. 


Louver screens, 
see preceding 
page. 


No. 6214 


Shown with lou- 
ver screen at- 
tached. 

















No. 6205 


Reflector with two rows of lamps. 


The reflectors shown are intended as sugges- 
tions. Best results are obtained when reflec- 
tors are designed to suit the specific condi- 
tions they are to meet. GARCY engineers 
will furnish recommendations without charge 
or obligation. 


SCHEDULE OF STANDARD SIZES 


Lamp limits and sizes listed are for open face 
reflectors without hinged glass doors, Holophane con- 
trolenses, louver screens or baffle plates. These are 
additional and can be furnished with any of these 
reflectors, if specified. Due allowance should be 
made for decreased lamp space or increase in re- 
flector sizes where necessary. Consult the GARCY 
engineering department. 

















For Standard Dimensions 

No. | Lamps up to Face) SV ieighte wadin 

6201 200 watt 7/>" 6" 7, 
6202 200 watt LI" we ie 
6205 200 watt [Se 4" [5" 
P6213 100 watt 93/,"" 93/4," 94 

96213 200 watt ine AV cece aks os 
P6214 150 watt io" qo" | 10" 
96214 200 watt re hi" rie 











SPECIFICATIONS 
EXTERIOR: Made of steel. Also furnished made of brass. 


FINISH: Aluminum spray on steel is standard. Any spray, 
lacquer or plated finish can be furnished. 


REFLECTING SURFACE: GAR-LITE, the processed metal 
reflecting surface, that equals mirror glass in reflectivity, yet 
is permanent, unbreakable. 


HANGERS: Reflectors are furnished with hanging arrange- 
ments as illustrated on sectional views, unless otherwise speci- 
fied. Any other type of hanging can be furnished. 


MITERS: Reflectors can be furnished with miter joints or 
ends. See page 2. 


LOUVERS, BAFFLES, LENSES, DIFFUSING GLASS: Louver 
screens, baffle plates, controlenses or diffusing glass doors 
can be furnished with any reflector. Not included unless 
specified. 


SOCKETS AND LAMP SPACING: Unless otherwise specified, 
reflectors are made with single porcelain sockets, spaced 18" 
on centers. Any other spacing, cr twin sockets can be 


furnished. 


WIRING AND CONNECTIONS: Reflectors are completely 
wired with 3 ft. lead and straight connector for 34" flexible 
conduit at one or both ends as required. Can also be fur- 
nished with elbow connector, instead of straight. 
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CONTINUOUS SHOW WINDOW REFLECTORS 


Specifications same as listed on preceding page 


Usually made in sections with miter ends to conform with plan of window, complete with side or 
ceiling hangers, or arranged for recess, as specified. 


FOR AVERAGE WINDOWS FOR NARROW WINDOWS FOR HIGH BACKGROUNDS 
MM flea 






































BAFFLE PLATES 





ae art ), = 2 
| HINQED \y 
Ag ( LOUVER SCREEN 
eee eee OY 
No. 6215 No. 6216 No. 6218 


Shown with No. 6383 longitudinal Shown with No. 6384 crosswise Shown with No. 6382 baffle plates. 
louver screen. louver screen. 


Reflectors take standard lamps up to 200 watt. Louver screens or baffle plates are not included unless specified. 


Photo at left shows a corner window of the Boston Store, 
Milwaukee, Wisc. No. 6215 reflectors with longitudinal louver 
screens are used. 


BAFFLES AND LOUVER SCREENS 


Baffles are furnished stationary, attached to reflectors. Lou- 
ver screens are usually furnished hinged, attached to reflector. 
They can also be furnished separate, to fasten into recess 
opening, or stationary (with removable screws) instead of 
hinged. 


No. 6382 


Baffle plates between 
lamps 


No. 6384 


Crosswise louver 
screen 





No. 6383 


Longitudinal louver 
screen 








No. 6385 
Lattice louver 
screen 
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FOOD CASE UNIT REFLECTORS 


FOR WOOD OR METAL FRAME CASES 

















SPECIFICATIONS 


EXTERIOR: Nickel or Chromium plate; stainless steel or Monel 
metal; or porcelain, white, colored or two-tone effects. 
REFLECTOR: Reflectors are chromium. Porcelain or other re- 
flecting surfaces can be furnished. See list on page 4. 

WIRING: Reflectors are unwired. Wiring plans and instruc- 
tions for ordering wired in sets see page 28. 

CONNECTIONS: For surface wiring, use 34” soft or rigid tubing. 


For concealed wiring use junction boxes, on page 28. 


94%” long, for 1 
T10 tubular lamp. 
Housing hinges 
down. 





No. A6é799. For surface wiring. 
No. B6799. For concealed wiring. 





Sone tor 1 
standard lamp up 
to 60 watts. Hous- 
ing hinges down. 





No. A6730. For surface wiring. 
No. B6730. For concealed wiring. 


mmACR: D Er Ni aGuiiray 

















No. Aé701. For surface wiring. 
No. B670!1. For concealed wiring. 
15” long, for 2 T10 tubular lamps. Housing hinges 


down. 


8%” long, for 1 
T10 tubular lamp. 
Housing hinges 
down. 


With hinged housing for easy 
access to interior and lamps 


844” long, for 1 
T10 tubular lamp. 
Housing hinges 
up. 
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No. A6700. For surface wiring. 
No. B6700. For concealed wiring. 











No. Aé0l9. For surface wiring. 
No. B60I19. For concealed wiring. 
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FOOD CASE UNIT REFLECTORS 


Specifications same as reflectors on preceding page 


Vaal 
Eo ote a 


The photograph 
shows the appear- 
ance of GARCY 
No. A6722 reflect- 
ors on all glass 
cases. The wall 
cases in back are 
lightedby GARCY 
No. 6065 reflectors 
with No. $6638 
bracket arm as 
shown on pages 
Bue ale 





Photo by courtesy of 
Columbus Show Case 
Company, Columbus, O. 





FOR ALL GLASS SHOW CASES 





Reflectors have 
straps and lock 
clips to fasten be- 
tween top and 
front plates of 
case. Housing 
hinges up for ac- 
cess to reflector 
interior and 
lamps. For sur- 
face wiring. 











No. A6722 No. 6020 
844” long, for 1 T10 tubular lamp Wiring plans, see 814” long, for 1 T10 tubular 
page 28. lamp. 


FOR WOOD OR METAL FRAME CASE — STATIONARY HOUSINGS 


Housings attach to support angle through keyhole slots. Easily removed for access to interior and lamps. 





Style like No. 6716 
at left, but larger to 
accommodate a stan- 
dard lamp (up to 60 
watt). Length is 9”. 











No. A6718. 
For surface wiring 15” long for 2 T10 tubular lamps. 
8%” long, for 1 T10 tubular lamp NoutArO0S a Florence? eis 
No. Aé716 For surface wiring. No. B6718. ro re moaelbge wig ae yey 
No. B6716. For concealed wiring. For concealed wiring No. B6009. For concealed wiring. 
GARCY 
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CONTINUOUS FOOD CASE REFLECTORS 


OUTSIDE MOUNTING — FOR WOOD OR METAL FRAME CASES 


FOR CONCEALED WIRING MIDDLE OUTER SHELL 
WIRE IS CARRIED FLUSH MOUNTING 
THROUGH BACK OF END BRACKETS 
BRACKET INTO THE CASE ALSO FURNISHED WITH 
OFFSET TO FASTEN 


FOR SURFACE WIRING PabeheeTa MEA: 


STRAIGHT OUTLET OR 
ELBOW FITTING FOR 
TUBING CAN BE 
FURNISHED AT END 
OF REFLECTOR 


Wiincen PORCELAIN 
SOCKETS FOR NO. TOR 
LAMPS (25 WATTS). 


REFLECTOR CAN BE SWIVELED 
Bete cCREW HOLDS REFLECTOR 


IN CORRECT POSITION 


FOR CONCEALED WIRING 
No. B6709 













No. BR6709 


Same as No. 
B6709, above, 
except with 
cast ornament- 
al ends as illus- 
BRA BOCL Ino 
concealed 
wiring. 


FOR ALL GLASS CASES 
Straight or slope front 











RUBBER 
CONTACTS 






RUBBER 
CONTACTS 


Section is 4 size Section is 4 size 


No. £6709 No. F6709 


teflector with clips to Er eee 2 
Fasten between itroctand Reflector with straps to fast- 


top plates. en to rear moulding of case. 


Reflectors are same as No. A6709, above, for surface wir- 
ing. Orders should state amount of overlap and degree 
of slope, if any. Orders for No. F6709 should also state 
width of case from front to back. 








Reflectors are ad- / Pancrtele; 
justable to best /) : [boston 
lighting angle. Posi- aw 
tions X and Y on 


section at right 


Section %4 size 
show range of ad- 


justment. No. B6709 


FOR SURFACE WIRING 
No. A6709 


Same as No. 
B6709, at left 
except with swivel 
elbow at end to 
connect 3%” round 
tubing. 





SPECIFICATIONS 
EXTERIOR: White porcelain, black edged, with brackets or 


straps nickel plated is standard. Also furnished in colored 
porcelain, stainless steel, Monel metal, or any plated finish. 


REFLECTING SURFACE: GAR-LITE is standard reflecting 


surface. 


LAMPS: Regularly furnished for Té!/> tubular lamps. Can be 
made for TIO tubular lamps. When ordering for TIO lamps, 
specify overall length of case, offset from glass to face of 
frame, and length of each glass panel. 


SOCKETS AND SPACING: Reflectors have hinged porcelain 
sockets spaced 18" on centers. Any other spacing can be 


furnished. 


CONNECTIONS AND WIRING: Reflectors are completely 
wired. Reflectors for concealed wiring have connections for 
¥g"' flexible conduit. Others have swivel elbow for 3" tubing. 
Specify end to have feed connection, facing front of case. 
Wiring plans, see page 28. 


FOR COUNTER 
PROTECTION CASES 


For straight or slope front cases 


Section is % size 


No. C6709 








Reflector is same as No. A6709 above for 
surface wiring, but with mounting straps 
spaced and drilled for attachment with 
screws of counter protection brackets. 
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CONTINUOUS FOOD CASE REFLECTORS 


FOR MOUNTING ON OUTSIDE OF CASE 
For Straight or Slope Front Case 


No. 6711 
For Standard Lamps up to 40 Watt 
EXTERIOR: White porcelain is standard. Also 
furnished in colored porcelain, or two tone por- 


celain designs, as well as stainless steel, Monel 
metal or plated finishes. 


REFLECTING SURFACE: 


Gar-lite, Gar-co or Chromium also furnished. 


Porcelain is standard, 


See list on page 4. 
SOCKET SPACING: 


on centers unless otherwise ordered. Any other 


Sockets are spaced 18” 


spacing can be furnished. 


CONNECTIONS AND WIRING: 


are completely wired, arranged for concealed 


Reflectors 







Section is 


wiring with connector for 3” flexible conduit. Vee 
6 size 


Also furnished for surface wiring, with swivel 






LAMPS CAN DBE REMOVED 
WITHOUT REMOVING SHELL 
OR REFLECTOR 


elbow slip connector at one end for 34” tubing. 
State end to have connection, facing front of 
case. Wiring plans, see next page. 


CONTINUOUS LUMILINE LAMP REFLECTORS 


WITH SNAP-IN DISC SOCKETS FOR LUMILINE LAMPS 
For Straight or Slope Front Case 
Housings hinge up for access to interiors and lamps 


No. 6713 


FOR ALL GLASS 
CASES 
With double clips 


which fasten be- 
tween front and top 







No. 6712 


plates and aid in 
FOR WOOD OR holding case togeth- 
METAL FRAME er. When ordering, Section is 






Section is % size state overlap of top 
plate and degree of 


slope, if any. 


CASES % size 


SPECIFICATIONS 
Nos. 6712, 6713 
Wiring Plans, see next page 


EXTERIOR: Nickel Plated is standard. Also furnished in stain- 


less steel, Monel metal or plated finishes. 


REFLECTING SURFACE: standard. Gar-lite, 


Gar-Co, or Chromium also furnished. See list on page 4. 


amount of continuous lighting. Also furnished with sockets for 
12'' lamps throughout, if desired. 


Porcelain is 


CONNECTIONS AND WIRING: 


wired, arranged for surface wiring with swivel elbow slip con- 


Reflectors are completely 


SOCKET SPACING: Sockets are spaced to effect a continuous 
line of light with 18" lamps. When necessary, however, sockets 


for one or two 12" lamps are included to insure maximum 


nector at one end for 3%" tubing. Also furnished for con- 
cealed wiring with connector for 3" flexible conduit. State 
end to have feed connection, facing front of case. 
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HOW TO ORDER FOOD CASE REFLECTORS 


WHEN ORDERING CONTINUOUS 
REFLECTORS: 


1. State catalog number of reflector. 


2. Give exact overall length required, not in- 
cluding end fittings. 


3. Check finish, reflecting surface, socket 
spacing, and feed connection as listed in 
specifications of reflector selected, and 
state any changes from standard. 


4. State end to have feed connection, facing 
front of case. 


5. Conduit, fittings, switches for surface 
wiring listed below. For concealed wir- 
ing, use soft brass tubing, shown below 
or flexible conduits on page 11. 


6. Include dimensioned sketch of case when 
necessary, particularly if brackets or 
straps must be spaced in any special way, 
or unusual conditions are to be met. 


WHEN ORDERING UNIT REFLECTORS 
WIRED IN SETS, READY FOR 
APPLICATION: 


|. State “Complete set wanted”, giving cat- 
alog number of reflector desired. 


2. State number of reflectors desired, and 
length of case overall. 


3. State exterior finish and reflecting sur- 
face wanted. 


4. If wanted with surface wiring plan (see 
No. B6740 below), so state, and select 
surface switch wanted, stating location 
of outlet. 


5. If wanted for concealed wiring, state— 
A. Catalog number of junction box to 
be used (see listing below). 
B. Type and size of conduit (soft brass 
tubing shown below—flexible con- 
duit, see page 11). 


6. Include dimensioned sketch of case if nec- 
essary, particularly if spacing of reflect- 
ors is irregular, or unusual conditions 
are to be met. 


SURFACE WIRING PARTS — UNIT OR CONTINUOUS REFLECTORS 












Ne L314-7 CLIPS 


N° ¥3020 SOFT 


ae 
i - 
Bak A /wersox 
On Fike & SURFACE 
MOUNTING 
| [> SWITCH 


No. A6740 Wiring Assembly No. R3020 





No. Y3020. 3%” 
No. L3147. 


No. R3020. Surface switch. fee outlet to connect 3%” 
tubing. Specify outlet top, rear or side. Bottom ue 
to connect %” JI. D. iron pipe conduit. Box is 1%” 
3%” x 1%” deep. 


No. C3020. As above with convenience receptacle. 


soft brass pe plated finishes. 


Clips to fasten 3%” tubing. 


COMPLETE WIRING ASSEMBLIES 


No. A6740. Complete assembly of parts listed above, 
with wire, attached to continuous reflector. Switches 
(No. R3020) not included. 


No. B6740. As above with set of unit reflectors. 3%” 
rigid tubing used to connect reflectors together. Com- 
plete with wire and fittings down to No. R3020 switch 
(Not included). 


FOR CONCEALED WIRING — UNIT REFLECTORS 


Nos. 6747, 
6748, 6749 


Boxes only 


No. 6750 
Cover plate 
with nipple 


These boxes can also be furnished with nipples, any 
size, at top, bottom and rear as well as at ends. 











Fer Tubing or | 

















Boxes : Dimensions 
Only | Conduit 3 
_ Outside Dia. Length Height Depth 
No. 6747 | 34" tubing 3/5" roar al 
| No. 6748.| #6" flexible |. 3/4" 3," 5A" 
| No. 6749 | He flexible a6" | ie" ~ Vea 





No. 6750. Cover plate and !/>-inch nipple for above boxes. 
(Used if conduit runs through wood frame.) 
can be furnished without nipple if desired. 


Cover plates 


Other conduits, fittings, switches, see pages 6 and 11. 
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FIXTURES FOR TOP OF SHOW CASE 


Several types of mountings for top of show case fixtures which can be furnished with any of 
these reflectors or the reflectors on page 34. Orders should specify both the reflector and type 


of mounting desired. 








Types DL and DM mounting; 
No. 6061 reflector 


Type DS mounting; No. 6058 reflector 
MOUNTINGS ONLY 


Mounting 


Description 


Type DL Hinged metal straps attached to reflector which 
screw to rear moulding. Wired with cord and plug. 
Straps are made any length required so reflector 


will stand at front, 


desired. 


or center of case as 


Type DM As above for a series of reflector units. A small 
raceway is provided to run along the rear mould- 
ing. Connecting tubes are furnished to carry wires 
from each unit to the raceway. 


Type DR Bent tubular uprights with cast brass bases and 
decorative rings support reflector at ends. Made 
any height required. Wired with cord and plug. 


Type DS Rubber tipped legs to support reflectors on glass. 


Wired with cord and plug. 











GARDEN CITY 








DIAMOND 
ILLUMINATOR 
No. 6070 


A satin finished nickel 
silver reflector with 
sockets for a 60 watt 
daylight and a 40 watt 
standard lamp to pro- 
vide the proper color 
light for viewing dia- 
monds. 


Reflector is 14” long 
and stands 13%” high. 
Has weighted, rubber- 
covered base, 7” dia- 
meter. Complete with 
switch, cord and plug. 














Type DS mounting; No. 6235 reflector 


REFLECTORS ONLY 
When ordering, specity type of mounting desired 








~ Width Height 


| No. | For Lamps 
ne: pee ee Oe ia: 
605884 £75 Wil Maxam wbahS 4l/," 
6060 | Lumiline ae 2'/,"" 
6061 | 75 W. Max. 4" ae 
6235 75 W. Max. | 51/" 4i/," 


LENGTHS AND SOCKET SPACING: No. 6060: | lamp or 


2 lamp units are 2"' longer than combined length of lamps. 


Thus a reflector for a 12'' lumiline lamp is 14" long, for two 
12" lamps, 26" long, for an 18" lamp, 20" long, etc. Nos. 
6058, 6060, 6235: | lamp units are 9" long, 2 lamp units, 


15" long, continuous reflectors, any length, with sockets 
approximately 18" on centers. Any other spacing of sockets 
can be furnished. 


SPECIFICATIONS: Brass or bronze exterior, plated finish, 
GAR-lite reflecting surface, completely wired. Also furnished 
in steel, spray or plated finishes. 


CASE 
ILLUMINATOR 
No. 6081 


A statuary bronze 
plated fixture 
with weighted 
base for one lamp 
up to 40 watt. 
Dimensions to cen- 
ter of reflector 
are shen ont. 
11%”, projection, 
7%". Reflector is 
10” long. Other 
sizes can be fur- 
nished. 
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ARM BRACKET REFLECTORS 


FOR PICTURES, COUPON BOOTHS, FILING CABINETS, ETC. 


Units for one or two lamps, or continuous lengths. 


When ordering be sure to state catalog number of both the arm and the reflector wanted 


ARMS ONLY REFLECTORS ONLY 
These arms are fur- These reflectors can be furnished with any of the arms shown at left 
nished with any of the or on the next page. 


reflectors on this or 
the next page. Other 
than listed sizes also 
furnished. 


SWIVEL JOINT: Arms have 
swivel joint with knob adjust- 
ment for tilting reflectors to 
desired lighting angle. Also 





furnished without swivel joint. 





For Screw Base 














Tubular Lamps 
No. 6065 No. Face Sockets No. 6079 
25%” face for standard 6002 |!/." Intermediate 3%,” face for lamps up 
screw base tubular 6003 2" Standard PaO nat 
No. T6636 lamps. 6004 23,"' Standard 


Nos. 6065, 6079 can also be furnished with sockets for lumiline lamps. 
With vertical and 


horizontal adjust- SCHEDULE — REFLECTORS FOR BRACKET ARMS 


ment. 10° verti- When ordering, be sure to state type of arm wanted 
cal member and 



















































12” horizontal One-lite Reflectors Twin-lite Reflectors Continuous 
member. Made for one lamp for two lamps Reflectors 
of Length as 
No. Length No. Length Required 
Steel DH6002 i: GH6002 [5% FH6002 
Fea Brass DS6002 95 GS6002_— 15" FS6002 
: Steel GH6003 [5" FH6003 
No. 16637 tj Brass GS$6003 15" FS6003 
12-inch arm with ew Staal DH6004 gl/," 
horizontal adjust- a Brass DS6004 8l/,"' 
ment. ee Steel DH6065 10" GH6065 15" FH6065 
Brass DS6065 10" GS6065 Sis FS6065 
| Steel DH6079 10" GH6079 Bey. FH6079 
(Su SUES Brass DS6079 10" GS6079 (5a FS6079 
il 
ere SPECIFICATIONS 


No. 16639 FINISH: Steel reflectors are furnished sprayed bronze; brass reflectors are statuary bronze 
Telescoping arm which can plated. Any other finish can be furnished. 


be extended to 18°. ARMS: Unless otherwise specified, One-lite and Twin-lite reflectors are made with one arm; 


No. $6639 continuous reflectors with arm for each 30" of reflector. When ordering, please state style 


a : of arm and spacing wanted. 
18” non-telescoping arm. 


SOCKETS: One-lite reflectors have single porcelain socket, twin-lites have twin socket, 
continuous reflectors made with single sockets spaced 18'' on centers. Other spacings can 


be furnished. 











WIRING AND CONNECTIONS: Reflectors are furnished completely wired. With arms on 


No. 16638 this page, 10 ft. cord and plug is furnished unless otherwise specified. With arms on next 
Teleeeaniie arm which can page, pipe extension for through fastening is furnished unless otherwise specified. Hickey or 
pore nadad an ee Crowfoot mounting also furnished. 

SWITCHES: One-lites and twin-lites can be furnished with pull chain sockets—continuous 

No. $6638 reflectors with toggle switch in reflector. Canopy base arms can be had with toggle switch 
18” non-telescoping arm. in canopy. 
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ARM BRACKET REFLECTORS 


FOR RUGS, MAPS, WALL CASES, MAGAZINE RACKS, ETC. 


Units for one or two lamps or continuous lengths 


When ordering be sure to state catalog number of both the arm and the reflector wanted 


REFLECTORS ONLY 


These reflectors are 
furnished with any 
of the arms shown 


ARMS ONLY 


These arms can be fur- 
nished with any of the 
reflectors on this or the 


averivnieor oneine 


preceding page preceding page. Arms 


also furnished in other 


SPECIFICATIONS Tere 
Specifications are same as 
listed on preceding page. 
SWIVEL JOINT: Arms have 


LAMPS 


Reflectors are regularly 
made with sockets for 





swivel joint with set screw ad- 





justment for tilting reflectors 


‘ 2 For pee screw base lamps. Can No. 6056 to desired lighting angle. Also 
O. Bee up to also be furnished with 5” face forlamps up furnished without swivel. 
6050 3!//, 40 watt sockets for lumiline toTpeate 
6051 5” 100 watt lamps. ; 
om 
No. 6054 Dooce 


No. 6633 


18” square arm with canopy. 


4” face for 
lamps up to 


4” face for 
lamps up to 
































75 watt. OM ELLUe 
SCHEDULE—REFLECTORS FOR BRACKET ARMS No. 6634 
When ordering, be sure to state type of arm wanted. ; tee 
: sig eee = —— — 18” round arm with canopy. 
One-lite Reflectors Twin-lite Reflectors Continuous 
ak for one lamp for two lamps Reflectors =. 

: No. Length No. Length Length as required Se m3 ZO 
Stee DH6050 10” GH6050 15” FH6050 Sa ire 
Brass DS6050 10” GS$6050 15” FS6050 No. 6640 
Stee DH6051 | 10” GH6051 15” FH6051 ; : j 
Brass DS6051 10” GS6051 15” FS6051 18” square arm with flange. 
Stee DH6054 10” GH6054 15” eee 
Brass DS6054 lo” GS6054 15” a x. 

e()) o}~ = ——s 
Stee DH6056 10” GH6056 5” FH6056 (Or. = es 
Brass DS6056 10” GS6056 15” FS6056 
Steel DH6068 lo” GH6068 15” FH6068 No. 6635 
Brass DS6068 10” GS6068 15 FS6068 18” round arm with flange. 























STANDARD ARM BRACKET 
UNITS 


Here are two of the many pos- 
sible combinations of reflectors 
and arm brackets listed on this 
and the preceding page. When 
ordering, be sure to specify both 
the reflector and the arm bracket 
wanted. 





Illustration shows No. GH or GS 
6065 reflector in twin-lite length 
with No. S6638 arm. 


Illustration shows 
No. DH or DS6004 
reflector with No. 
T6636 arm. 
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BRACKET REFLECTOR UNITS 
















No. D6704 
For standard lamps up to 60 watt 


Brackets per- 
mit adjustment 
of reflector to 
best lighting 
angle. Orig- 
inally designed 
for refrigera- 
tor display 
cases, these re- 
flectors find 
many other 
applications. 





Nos. A6703, B6703 


for T10, 25 watt, tubular lamps 


No. Length Socket 
B6703 81/4" Single 
D6703 [5m Twin 
D6704 Se Twin 


Available in nickel, chromium and other plated finishes. 
Also porcelain, white or white with black trim, or any 
color desired. 


WIRING: Units are furnished unwired. Wires can be carried 


through bracket and connected behind mounting surface, or 


UPRIGHT REFLECTOR BRACKETS 
For Desks, Work Tables, Filing Cabinets, etc. 














No. 6631 


Consists of cast base, 
tubular upright and 
cross arms with swivel 
fitting for tilting reflec- 
tor, one side or two 
sides as required. Made 
any height or extension. 
Illustration shows No. 
6056 reflectors, page 31, 
attached to arms, but 
can be furnished with 
any other reflector. 
Furnished portable 
with cord and plug or 
stationary with pipe 
extension for through 
fastening, as ordered. 


For reflector one side only (solid lines). 


No. 6632 


For reflector both sides (includes dotted lines). 





FOR PULPITS, SPEAKING STANDS, ETC. 


The reflectors and arms illustrated on pages 
30, 31 can be furnished for this purpose. 
Orders should state “for table mounting,” 
since it is necessary to join arm brackets 


GARCY 
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\ 
to reflectors at a different location than is 
StS required for wall mounting. 
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lamp cord and plug can be used. 


FOR SMALL PICTURES OR SIGNS 


Reflector with screw down strap 
bracket, cord and plug. 


Slot screw holes in bracket permit adjust- 
ment of reflector position. Bracket is flexible 
so reflector can be bent to best lighting 
angle. 





No. 3005 


Reflector is 8%” long, for 25 watt. T10 tub- 
ular lamp. Standard finish. Statuary bronze 
plated. Other finishes can be furnished. 


MFG. CON fF aClHiNCrAselo 


GENERAL UTILITY UNITS 


Simply constructed, low priced, one-lite reflectors, with wired socket, cord, plug and brackets 
for screw attachment. Reflectors are adjustable to best lighting angle. 





No. 6031 


Bracket is 8%” long. Takes 25 
watt tubular lamp, or standard 
lamp up to 60 watt. 


No. 6032 


14” reflector with sockets for a 12” 
lumiline lamp. 


No. 6033 





20” reflector with sockets for an 
18” lumiline lamp. 











No. 6031 
No. 6034 


8%” reflector with hinged socket 
for 25 watt tubular lamp. 


No. 6035 


9” reflector. Takes standard lamp 
up to 60 watt. 


FINISHES 
Standard finish, Nos. 6031, 6032, 6033 


is satin nickel, others aluminum sprayed. 


Any other finish can be furnished. Nos. 6032, 6033 








SUGGESTED USES 


Kitchen work spaces. Can be attached to wall or 
under side of wall cabinets. 


No. 6034 


—_ 


Pictures, book shelves, ete. 
Bed reading or night table light. 
Indirect night light. 


uo » W PO 


Mirror lights. Any of these units can be used 
above bathroom mirrors. Nos. 6032, 6033 with 
white coated lumiline lamps, are particularly 
suitable for mounting at side of mirrors. 


6 In sick room or nursery. Nos. 6031, 6032, or 6033 
can be used as a combination light bracket. By 
swiveling the reflector from down to up position 
it is instantly converted from a bed reading light 
or night table light to an indirect fixture provid- 
ing low, soft illumination over the entire room— 
enough to see by, not enough to disturb sleep. 











No. 6035 


REFLECTING SHADES 

















































































































Made of brass 


; : No. 3133E £8 Illustration shows 2 No. 3133 shades with: 
poe nickel plated inside and Reed ol tiem Scovel 
No. 3133W No. F3114 Flange 
As above, inside aluminum sprayed. to fasten socket to wood. 
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CONTINUOUS REFLECTORS WITH UPRIGHTS 


FOR TABLES, CHECK DESKS, COUNTERS, ETC. 


Reflectors 
shown here are 
also furnished 
with any other 
type of mount- 
ing. Upright 
StUrp P.O rata 
shown can be 
furnished with 
any other re- 







Used inside island 
showeases or atop 
display tables. 














flectors. - 
Type DK 
Type DT Square uprights with keyholes for 
Square uprights, flange base, height as re- GARCY adjustable shelf brackets. Height 
quired. Shown with reflector No. 3098. as required. Shown with reflector No. 


6059. 
SCHEDULE OF STANDARD SIZES 
REFLECTORS ONLY 


Uprights on this page or any other type of 
mounting can be furnished. Other sizes can be 





=al 




















furnished. 

| Reflector Nos. Dimensions 

| For 

| Miter Flat Lamps 

| Ends Ends Up to ican Height 

| 6097 3097. |. 75 watt | 4" Aye 

| 6098 3098 200 watt 6" 4l/,"' 

| 6099 3099 200 watt 5" 41/,"' 
3139 6059 75 watt 534," Al /,"" 

















SPECIFICATIONS: Brass or bronze exterior, plated 
finish; chromium reflecting surface; single sockets, 
spaced 1|8'' on centers; completely wired. Also fur- 
nished in steel, spray or plated finishes; other reflect- 


























3099-6099 ing surfaces (see list, page 4); any other spacing of 309 -6 9 
ee <9 E : r sockets. 
Miter En Flat En i 
t Flat 
Nos. Nos. DIFFUSING GLASS: Reflectors can be furnished with lia fie 
3139 6059 diffusing glass bottom if desired. 6097 3097 
6099 3099 6098 3098 
Miter iS arora SWITCHES: Pull chain or toggle switch can be fur- 
iver ends are shown nished built into reflectors. Miter ends are shown 


INDIRECT LIGHTING REFLECTOR 


For greeting card and magazine racks, reading or sewing 
tables, depot waiting benches, etc. 


Lamps are concealed. Produces soft, unspotted, indirect 
lighting. Eliminates specular lamp reflections. 


Reflector is 14” wide, 4%” high. Takes standard lamps up to 100 watt. 
Made of brass or bronze, plated finish. Can also be furnished in steel. 


No. 6092 


Reflector with miter ends. 


No. 3092 
Reflector with flat ends. 
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CANOPY REFLECTORS 


FOR SHOW CASE AND TABLE DISPLAYS 





No. 6229 


Reflectors, 1114” diameter, for 
lamps up to 100 watt, are at- 
tached to a continuous metal 
wire channel, which is, in turn, 
supported by upright bracket 
arms constructed of square tub- 
ing. 





Made of brass, nickel plated. Any 
other finish can be furnished. 


Furnished in complete sets with re- 
flectors, wire channel, and bracket 
arms, completely fitted and wired, as 
required. Metal letter signs not in- 
cluded unless specified. 








Background illustration shows application for lighting a candy island. Note the GARCY metal letters attached 
to the wire channel. 


ffm 3 ba 2 tt e « 3 , ¢ . ; bias " a No. 6230 
Brass canopy reflector for 
60 watt lamp, with fluted 
tubular support, bent and 
cut to size, unilet box for 
3g” iron pipe or flexible 
conduit, and clamp. Com- 
plete with wire. 


No. B6230 


As above, unwired. 





SUSPENDED REFLECTORS 
FOR RUG RACKS, WALL DISPLAYS, ETC. 


These reflectors can also be furnished with Holophane Controlenses; see pages 92, 93. 


No. 6025, 6203 Reflectors 


Continuous reflectors for lamps up to 200 watt. 
Shield, diffusing glass doors and hangers not in- 
cluded unless specified. Metal, finish, lengths, 
socket spacing, as required. 





Type HJ 


Hanger plate for chain attachment. Provides tilt 
adjustment by changing chain attachment from 
one to another of the holes in the plates. 





WIELD 





Type HW LX (erriohu) 
Section % size Stem hangers for ledge mounting Bognee es 


No. 6025 


Reflector and Type HJ Chain 
Hanging Plate 


Reflector and Type HW 
Ledge Hanger 


eemnemeniec.2 6 GARCY:* =) ee 
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SUSPENDED REFLECTORS 


FOR DISPLAY CASES, TABLES, CAFETERIA COUNTERS, ETC. 


The stem and chain suspensions shown here can be furnished with any other reflector style. Other styles of stem 
hangers, see page 61. The reflectors shown can also be furnished with the upright supports illustrated on page 34 
or any other type of bracket mounting. 


Any style of reflector can be furnished with Holophane Controlenses, diffusing glass or louvers. 


TROUGHS WITH HOLOPHANE 
CONTROLENSES 


Suspended controlens troughs are excellent 
for lighting jewelry or cafeteria counters. 
The controlenses confine the light to the dis- 
play, greatly increasing the illumination over 
other types of fixtures with the same wat- 
tage. Prismatic lenses are particularly de- 
sirable for bringing out the natural sparkle 
of diamonds and jewelry. 

Troughs are made any length, with lenses and 
lamps spaced as required. Dimensions vary with the 


size of lamp to be used and conditions to be met. For 
additional information, refer to pages 86 to 98. 






Type HT Type HC 


Stem and Chain and 
GC As1Or cya elCee, 1 OFp sy, 
hangers. 


hangers. 





ais 


Reflector is No. 3139, described on page 34. 











~ 














No. 6900 


Shown with controlenses in hinged doors. Can also 
be had with fixed bottom (lenses lift and slide over 
each other for access to lamps) or with removable 





























te : To) doa bottom. 
A cafeteria counter lighted by No. 6759 louver 7a 
reflectors. 
Type HX 
Square 
Type HV stem and 
Stem and canopy hangers. canopy 
hangers 
Type HD 
As above with chains Type HK 
As above 
with 
chains 
No. 6759 
eae REFLECTOR WITH LOUVERS 
2e% Section is % size 
Hinged louver frames conceal lamps. 
Has individual reflectors with sockets : see | 
and holders for 75 or 100 watt lamps. N 
Can be furnished for any other size o. 6901 
lamps. Exterior is polished Monel with Controlenses set in a removable frame 
chromium trim. Lengths, miters and at bottom of fixture. 
2 ae lamp spacing as required. Troughs are steel or brass with an ex- 
MNCED LOWER FRAME = Various types of louvers, see page 23. truded band decoration. 
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SUSPENDED REFLECTORS 


DIRECT-INDIRECT TYPE 


CONCENTRATED LIGHT ON SHOW CASES—DIFFUSED 
INDIRECT LIGHT FOR GENERAL ILLUMINATION 


Either one of these fixtures can be furnished with Holophane Contro- 
lenses or with louvers in any length required. When ordering con- 
trolens fixtures, please give full information regarding space to be 
illuminated, so fixtures can be correctly engineered. See controlens 
data on pages 86 to 95. 












































Section %& size 





No. 6886 
With Holophane 


Controlenses in Bottom 


Outside of upper portion is illu- 
minated by spill light. Has star 
and stripe decoration. See photo 
at right. 


This fixture can be made with various 
sizes of controlenses, for any size 
lamps. Fixture must be engineered for 
each installation to give exact light 
distribution required, and dimensions 
will vary accordingly. 


No. 6887 
With Lattice 
Louvers in 
: Bottom 


Hao mn te and 
ends of fix- 
ture are lumi- 
nous. Curved 
aluminum 
fins are illu- 
Tiel De a atte.d 
through opal 
glass. Upper 
surface re- 


Section % nice ight spill 















































res 


As _ shown fixture is 9%” high, 6%” 
wide, for lamps up to 150 watt. Any 
other size can be furnished. 














No. 6888 Jewelry store illuminated with No. 6886 direct-indirect troughs. 
As above, with luminous fins on four 
sides, for mounting over island cases. 


SPECIFICATIONS 


EXTERIOR: No. 6886 made of brass, any plated finish; Nos. 6887, 6888 of aluminum and steel, cadmium plated, unless otherwise 
specified. 

SOCKET SPACING: Controlens sections have sockets and lenses spaced as required; elsewhere, sockets are spaced 18" on centers 
unless otherwise ordered. 

HANGERS: Fixtures can be furnished with stem or chain hangers, or other types of mounting. 
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OVER CASE REFLECTORS 


WITH LUMINOUS SIGNS 


One set of lamps illuminates both the counter 
and the glass sign panels. 


No. 6760 


Outside painted green 
or any other color. Fur- 
nished any length, com- 
plete with clips for 
chain hanging. Sockets 
spaced approximately 
10” on center, for lamps 
up to 60 watt. Blank 
opal glass sign panels 
are included. 











GLASS SIGN PANELS 


Signs may be painted on panels in a variety of color effects or gummed paper letter can be used. Stencils, 
placed behind the glass, are also very effective. 


Complete sign panels, with any lettering required, can be furnished. Standard style with white translucent letters, 
opaque black background. Any other styles can be furnished. 


MOUNTING 
METHODS 


These reflectors are reg- 
ularly furnished with 
clips for chain attach- 
ment. If desired they 
can be furnished com- 
plete with chains and 
canopies or with any of 
the various types of 
mountings shown on 
pages 34 to 36 or 61. 








No. 6761 


Projecting metal louvers in two-tone paint finish are illuminated 
through colored plass. Between louver sections, provision is made for 
removable luminous signs. 





Furnished any length, complete with clips for chain hanging. Sockets spaced 
approximately 12” on centers for lamps up to 40 watt. Colored glass and blank 
opal glass sign panels included. 
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CONTINUOUS REFLECTORS 


FOR DISPLAY SHELVES 


BRACES SPACED 
AS REQUIRED _ 








CONCENTRATING 
REELECTOR LINING 


/ OCORATIVE 
STRIPING 


RULECTOR”. 
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ta hee ee 
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Section \% size 


No. 6264 


Reflector for straight front shelving. Takes 
lamps up to 100 watt. Supplied in any lengths. 
Regularly furnished in two-tone green paint 
finish, with sockets spaced 24” on centers. 


Other finishes and spacings can be had. 





SHELF EDGE REFLECTOR 


Continuous reflectors attached to the 
edge of a shelf to light the shelf be- 
low. Eliminates the shadows caused 
by other methods of shelf lighting. 


Furnished any length with sockets 18” on 
centers for T6% tubular lamps. Other 
spacings of sockets can be furnished. 
Regularly furnished in spray finish ex- 
terior. Can also be furnished with prime 


7 1 5 BRACES SPACED 
coat to be painted same color as shelving. AS. REQUIRED s, 


ROS 
REFLECTOR 


REMOVABLE No. 6265 
GUSS SIGHS 





Section % size. 


Reflector for slant front 
shelving. Takes lamps 
up to 100 watt. Sup- 
plied in any lengths. 
Regularly furnished in 
green paint finish, with 
sockets spaced 24” on 
centers. 


Other finishes and 
spacing can be had. 


Palcssaoa 
ZZ}, Prvrnrs 





No. 6275 No. 6276 
Reflector with card As above without AWWW ELLE. 
holder strip as shown card holder strip. Bnet el 
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DISPLAY LIGHT 
WITH LUMINOUS SIGN 





No. 6353 


Portable reflector with 
provision for remov- 
able glass sign. Back- 
ground sketch shows 
application for open 
display. 

Standard size is 18” long, 
6” high, 6” wide, with 
twin socket. Furnished 
with cord and plug. Signs 
not included unless other- 


wise specified. Other sizes 
can be furnished. 


MANICURE TABLE | — KAQDERNIZING 
A DEPARTMENT 
STORE 


GARCY FURNISHES LIGHTING EQUIP- 
MENT, METAL SHOW CASE FRAMES, 
FIXTURE HARDWARE AND METAL TRIM 
FOR THE REMODELED AND ENLARGED 
STORE BUILDING OF THE WM. Ft. 
BLOCK CO., INDIANAPOLIS, IND. 








Photos below and on the next page 
show some of the items furnished. 








No. 6352 


A modernistic, spot- 
lighting lamp for man- 
icure tables. 

Has condensing lens to 
concentrate the light on 
the work area, and swivel- 
ing adjustment to direct 
beam. Base is 7” diame- 
ter, height 13%”, wired 
with cord and plug. Fin- 
ished in chromium and 
black. 


DISPLAY STAND 
WITH ILLUMINATED SIGN 


The top is a reflector with a luminous sign (any 
wording desired) which also illuminates the entire 
stand. One socket is equipped with a flasher for 
lamp to go on and off behind red circle. The stand 
is equipped with tilting brackets, which can be 
utilized to support a display shelf of glass or other 
material or can be dropped down to hold a placard 
or merchandise display card. 




















No. 6354 
Stand is 27% high. Base is 184%” wide x 1444”. Luminous 
sign is 194%2”x34”, white satin finish. Brackets are furnished 
for shelf 8” wide, unless otherwise specified. Equipped with 
cord and plug. 
Other sizes or designs can be furnished. 
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Following is a key to the equipment 

shown in the photographs on this and 

the preceding page. 

1 Show case lighting troughs, see pages 
4 and 5. 


Metal show case frames. Write for bulletin. 
Show case hardware. Catalogs available. 


9 Suspended indirect troughs (No. 6550, 
on page 59). 

Round indirect fixtures matching in de- 
3 sign the troughs in the foreground. 


4 Sign cove. Open illuminated cove with 
provisions for attaching cut-out letters. 
A similar cove may be seen above the wall 
cases in the background. Typical details 
are shown on page 16. GARCY can also 
furnish metal letters for signs. 

Sign cove as described above, but with 
5 louvered bottom opening to illuminate 
the counter. 

A surface-mounted, decorative light 

box. GARCY furnishes this type of 


lighting fixture in various designs and sizes. 


Lighting food display cases. The reflec- 
7 tor used here is No. 6713, page 27, for 
mounting on outside of case. 





Torchiere for indirect light- 
8 ing. Shown on page 53. 


Mural illumination. GARCY 
9 furnishes Holophane control- 
ens troughs (see pages 91 to 93), 
and other lighting equipment for 
this purpose. 


1 Column urns. Urns around 
columns conceal lamps and 
reflectors for indirect lighting. 
Other designs for indirect lighting 
from column urns or enclosures 
are shown on page 52. 


11 Holophane controlenses in 
top of column cases direct 
light up to illuminate the bottom 
of the column urns. The same 
lamps also illuminate the interior 
of the display cases. 
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FITTING MIRROR FIXTURES 

















Illustration shows — 
No. 6606 MIRROR FIXTURES and 
No. 172232 GARCY FOLD-UP METAL 
FRAME TRIPLICATE FITTING MIRRORS 



























No. 6606 
Sockets poe Ens 
up to 
sy | as See | 
C6606 sid)" 4T/."' 60 watt | 
A606 [Savanah eaiae 2 60 watt 
D6606 = = 24" =| 47/,"' 2 60 watt 
B6606 24" 6!/,"' Hi 100 watt | 
F6606 =| 30" Alf," 3 60watt | 
EG606 mn 3G) Af," 3 60 watt | 





The No. 6606 mirror fixtures, illustrated 
above, have proven most popular. Curved 
opal glass evenly diffuses the light from 
standard lamps—slides out at the top for re- 
lamping. Attractive metal housing with cast 
ends in a white satin finish. Furnished com- 
plete with switch. Surface mounted—no mor- 
tising required. 


EXTRA CONVENIENCE RECEPTACLE for plugging in fan or other appliance can be 
furnished in any of these fixtures 





No. 6326 
A fixture with swivel brackets and glass in 


hinged frame, for lamps up to 60 watt. Can 
be used vertically or horizontally. 


No. 6327 


Same as No. 6326 
above, but without 
brackets, and with ex- 
tra convenience recep- 
tacle in end to connect 
fan or other appliance. 





Section 4 size 


No. 6327 





No. 6329 


A surface mounting fix- 
ture with slide-out glass, 
for lamps up to 60 watt. 





Section 4 size 


Nos. 6326, 6327, 6329 are available 13” long, for 1 
lamp; 18” or 24” long, for 2 lamps; 36” long for 3 
lamps, complete with pull-chain or toggle switch. 
Other lengths or sections for continuous installation 
can be furnished. Satin Nickel is standard finish, 
but can also be had in any plated, enameled, or 
sprayed finish. Flashed opal is glass usually sup- 
plied, but any other flat glass can be had. 
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RECESS AND SURFACE MOUNTING FIXTURES 


FOR MIRRORS, RESTAURANT BOOTHS, BACK BARS, WALL FIXTURES 
Other fixtures of this type, see pages 69, 70, 81 


Fixtures can be furnished: 


IN SIZES OTHER THAN LISTED 


WITH EXTRA CONVENIENCE RECEPTACLE 
for plugging in fan or other appliance 


WITH OR WITHOUT SWITCH 


WITH GLASS LISTED 
OR ANY OTHER TYPE OF GLASS 





No. 6682 


Surface mounted with flashed opal glass in front and 
bottom, closed metal top. Metal is white satin finish. 
Has socket for standard lamp up to 75 watt. Front 
glass is slid up for relamping. Mounting plate is 
8” wide, 414” high. Can be furnished with switch, if 
desired. 
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No. 6612 


A surface mounting fixture with flashed opal diffus- 
ing glass and two sockets for lamps up to 60 watt. 
White satin finish housing, front hinged for relamp- 
ing. Fixture is 15” long, 5%” high, 5%” deep. 
Equipped with switch. 
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No. 6672 


A surface mounted fixture 
for vertical or horizontal 
mounting. White satin fin- 
ish metal with 2”x9” opal 
glass cylinder with socket 
for 25 watt tubular lamp. 
End cap and cylinder are 
removable. Back plate is 
3°x10%”. Equipped with 
switch. 




















No. 6614 


A surface mounted fixture 
designed for vertical 
mounting in a 90° corner. 
Can also be used for hori- 
zontal mounting. Cast al- 
uminum ends, curved opal 
glass, GAR-LITE reflect- 
ing surface and socket for 
40 watt tubular lamps. 
Mounting plate is 4”x 
13%”. Can be furnished 
with switch, if desired. 

















No. 6610 


A semi-recessed fixture with Silverite diffusing glass, 


and two sockets for lamps up to 60 watt. White satin 


finish front, hinged for relamping. Recess box is 15” 


wide, 8%” high, 3” 
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CONTINUOUS OR BUILT-IN MIRROR LIGHTING 








A fitting room in the Bergdorff-Goodman Store, New York City, with No. 6318 type reflector 
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Cmirnror 


Chasen OPAL GLASS PANELS SS 


‘ 
IN HINGED FRAMES —————____*“ 


Plan shows two arrangements of GARCY 
flush-recessed light boxes for vertical panel 
lighting at side of fitting room mirrors. 
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Section % Size 
No. 6318 
Reflector for mounting atop 


partition between fitting 
rooms. Top removable for re- 


lamping. Any length, any 
spacing of sockets for lamps 
up to 200 watt. 
No. 6319 
As above for lighting one side 
of partition only. Takes lamps 
up to 60 watts. 
Other Reflectors 

The fixtures on page 42 can 
also be furnished in continu- 
ous lengths for side wall 








mounting. 


Mirror lighting from the sides as in the installation at 
top and left provides the advantages—1st, that the light 
source is not in the direct line of vision of the customer ; 
2nd, it softens facial lines, making the customer look 
younger than under other types of lighting. 


Lighting for mil- 
linery table with 
flush - recessed 
light boxes. 


G. E. Lighting In- 
stitute, Nela Park, 
Cleveland, Ohio. 


GARCY flush- 
recessed light 
boxes are avail- 
able in various 
widths and 
lengths suit- 
able for mirror 
lighting. Des- 
criptions and 
standard sizes, 
see page 65. 
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No. 6301 


Round spun reflector with clips to 
support the mirror in the center, 
provides perfectly diffused indirect 
lighting from lamps concealed be- 
hind the mirror. 


GARCY can furnish these complete with 
mirror fastening clips and sockets, com- 
pletely wired, for recess mounting. Mirror 
not included. 


Standard unit—reflector 35%°4"" diameter, 
8 sockets, for 275%"" round mirror. Other 
sizes can be furnished. 
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ILLUMINATED WICKET SIGNS 





















































St \ cpl oe ED 
ce size ire Standard size 
3°x1 ace, a1 | |e ey ae eG sie 
3%” depth, WH} sign face, 4%” 
seas socket for depth, with 
4 CAD SABRES ‘ : Sir 7 
screw base tu- Sizes listed are standard, but geri Gp ie 2 
bular lamp. any other size can be furnished. watt. 
Switch is included. 
Glass sign panels have white / 
No. 3071 raised letters, black paint back- No. 3072 
Glass removable from front, ground. Also furnished with ie : ore 
Hi te : ; : background electroplated to With diffusing glass bottom to 
ninged rear door for lamp : : 
erase match metal. Other attractive illuminate work space. Bottom 
effects can be furnished with col- and sign glass removable from 
ored glass. back. 


DEAL PLATE REFLECTORS 


Attached below deal plates to illuminate work spaces. Reflectors are available in one-lamp or two- 
lamp units or continuous lengths with sockets spaced as required. 


Other reflectors for deal plate lighting see No. 3196 and 
similar display case reflectors pages 4 to 10. 






















































| One-lamp Units | Two-lamp Units CGantinises 
a ey i eS Reflect 
No. | Length | Noo, | __Length i a ol 
A3007_ | Oz B3007 | esr C3007 
b _ A3008° 1 8a = B3008 eee tba ©3008 
No. 3007 No. 3008 SPECIFICATIONS 
2” high, 314” EXTERIOR: Steel, bronze sprayed. 


3” high, 4%” 


wide, for 25 REFLECTING SURFACE: Chromium is standard. 
wide for stand- 


watt tubular SOCKETS AND SPACING: One-lamp units, single socket; two-lamp 
ard lamps up lamps _ (No. units, twin socket; continuous reflectors, single sockets 18'' on centers. 
to 75 watt. T10)8 Any other spacing can be furnished. 


MOUNTING: Reflectors have screw holes for mounting to wood, 
No. 3007 through back, No. 3008 through top. Other mounting 
methods, if required. 


ELECTRICAL CONNECTION: End fittings to connect flexible 
conduit. 


WIRING: One-lamp and two-lamp units unwired, continuous reflec- 
tors wired complete with lead at one or both ends as required. 











CHECK DESK FIXTURES 
No. 3058 


Calendar stand and reflector. Reflector any 
height or length. With or without diffusing 
glass bottom. 


Reflector shown is No. 3139, page 34. Any other re- 
flector design can be furnished. 


No. 1558 
Calendar stand only. Cast bronze, complete 
with date cards and inkwells. 
Stand is 20”x10”, 8” high. 
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BANK CAGE AND COUNTER SCREEN LIGHTING 


CONTINUOUS REFLECTORS 


(Si Sar emae = mms 


etree 








“[ Cage and work room = 
be] lighting, Indiana Na 
tional Bank, Indianapo 











- | lis, Indiana. 
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Section 4% size 


No. 6038 


With rings for chain suspension 
from room ceiling or wire mesh 
cage ceilings. Hinged louver screen. 


No. 6039 


As above with diffusing glass face. 


No. 6040 


As above with open face—without 











Section \%4 size 


No. 6046 


Decorative cornice type. 


) Hinged 
diffusing glass face, 


screw clip 


mounting. 
No. 6047 

As above with hinged louver screen. 
No. 6048 


SCHEDULE OF STANDARD SIZES 





























| For Lamps ; d 
No. up to Width Height 
6038 150 watt re 6” 
6039 150 watt Te 6” 
6040 200 watt ah! 5,” 
6042 75 watt Aue AEM 
6043 75 watt 4” A 
6044 75 watt | 4” eWay 
6046 75 watt | 554” 4” 
6047 75 watt | 554” Al," 
6048 100 watt 554" 4” 

SPECIFICATIONS 
EXTERIOR: Made of steel. Also furnished in 


Standard finish is bronze 
reflectors, statuary bronze 


brass or bronze. 
sprayed on steel 
plated on brass or bronze reflectors. Any other 


finish can be furnished. 
REFLECTING SURFACE: GAR-LITE is stand- 


ard. Also furnished with Chromium or other 
reflecting surfaces. See list on page 4. 


SOCKET SPACING: Reflectors are furnished 
with single porcelain sockets spaced 18" on 
centers unless otherwise ordered. Can be furn- 


ished with single or twin sockets, any spacing. 


WIRING, CONNECTIONS, SWITCHES:  Re- 
flectors are furnished completely wired with 
connector for 3" flexible conduit placed at 
top, back or end of reflector, as required. 
Specify location desired. Switches not included 








Section 4% size 


No. 6042 


Hinged louver screen face, 
screw clip mounting. 


No. 6044 


As above without louver 


screen. 





Section 4 size 


No. 6043 


Hinged diffusing glass face, 
screw clip mounting. 


No. 6044 


As above with open face—without in standard equipment. If wanted, state loca- As above without hinged 
glass or louvers. tion desired. glass. 
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STANDARD BANK AND TICKET WINDOW UNITS 


Sere 





























No Width | Height | Length 
3 |4z uae 33, 13" 
| 3143 | 5” 4l/5 1g" 
No. 6127. Refiector for one lamp. 9” long. 61277 WA ese 9" 
No. 6128. Reflector for two lamps. 18” long.| 6128 4l/,"' 31/g"" 1g" 
Open face reflectors with pull chain 6142 | 4" 4726" bombay 
switch. For lamps up to 75 watt. Also 6143 4 a 18 


furnished without switch. 











No. 6142. Reflector with hinged louver screen as illustrated. 


No. 6143. Reflector with hinged glass bottom. 


18” long, with twin socket for lamps up to 75 watt and pull chain 
switch. Also furnished without glass, louvers or switch. 





Takes 


Reflector adjustable. 

lamps up to 40 watt. 
No. 6077 

Reflector 10” long, for 1 lamp. 
No. 6078 


Reflector 15” long, for 2 
lamps. 





Reflector adjustable. Takes 
T10 tubular lamps. 

No. 6005 
Reflector 8%” long for 1 
lamp. 

No. 6006 
Reflector 15” long for 2 
lamps. 


EXTERIOR: Brass or bronze, statuary bronze plated. Any other finish can 


be furnished. 


REFLECTING SURFACE: GAR-LITE. 
WIRING, CONNECTION, SWITCHES: 


Hickey or crow foot, as preferred, in- 


equipped with switch in canopy. 
cluded for fastening to outlet box. 


Fixtures are wired complete and 


LENGTH OF ARM: Arms are 6" long to center of reflector. Other lengths 


furnished. 


OTHER CANOPIES: Other styles of canopies, see page 61. 


Grae eeOse Neel T CY. 
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No. 3142. For lamps up to 75 watt. 
No. 3143. For lamps up to 100 watt. 


18” long with twin socket, pull 
chain switch, and diffusing glass 
bottom. Glass slides out for relamp- 


ing. 


Also furnished without switch or 
diffusing glass. 


SPECIFICATIONS 


EXTERIOR: Made of steel. Also furn- 
ished in brass or bronze. Standard fin- 
ish is bronze sprayed on steel reflectors, 
statuary bronze plated on brass or bronze 
reflectors. Any other finish can be 


furnished. 


REFLECTING SURFACE: Chromium is 
standard. Also furnished with GAR- 
LITE or other reflecting surfaces. See 
list on page 4. 


MOUNTING: Nos. 3142, 3143, have 
keyhole slots in back for concealed screw 
mounting, others with angle clips as 
shown. If other type of mounting is re- 
quired, please specify. 


CONNECTIONS — WIRING: — Reflec- 
tors are furnished completely wired with 
connector for 4"' flexible conduit placed 
at top, back or end of reflector, as re- 
quired. Specify location desired. 


COUPON BOOTH REFLECTORS — 
Other Bracket Arm Reflectors, See Pages 30, 3! 





Reflector stationary. Takes lamps up to 75 


watt. 


MFG ne GO Rn 


No. 6055 


Reflector 10” long, for 1 lamp. 


No. 6057 


Reflector 15” long, for 2 lamps. 
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OTHER GARCY LIGHTING EQUIPMENT 


SHOWN IN SECTIONS B and C, CATALOG 36 


MODERN HOLOPHANE 
ARCHITECTURAL CONTROLENS 
LIGHTING LIGHTING 
Write for SECTION B Write for SECTION C 
COVE and SUSPENDED INDIRECT LUMINAIRES 
TROUGHS CONTINUOUS FIXTURES 
APPLIED, RECESSED and SUSPENDED CONTINUOUS TROUGHS 
LIGHT FIXTURES Holophane controlens equipment for general light- 
LUMILINE LAMP BRACKETS ing and for specific applications such as picture 
galleries, rug racks, blackboards, hospital surgeries, 
CONTINUOUS LIGHT FIXTURES gear 
DIRECTIONAL SIGNS and EXIT BOXES Also X-RAY VIEWING BOXES and NIGHT LIGHTS 


NUMERICAL INDEX 
SECTION A, CATALOG 36 














No. Page No. Page No. Page No. Page No. Page No. Page 























1512 16 3139 34 6025 35 6155 10 6516 13 6799 24 
1514 16 3140 6 6031 to 6156 10 6588 to 6861 to 
1558 45 3142 47 6035 33 6201 22 6599 19 6865 15 
2232 42 3143 47 6038 to 6202 22 6606 42 6867 15 
3001 8,9 3146 6 6040 46 6203 35 6610 43 6880 7 
3005 32 3147 6 6042 to 6205 We) 6612 43 6881 17 
3007 45 3147 8,9 6044 46 6213 22 6614 43 6886 to 
3008 45 3147 I 6046 to 6214 22 6631 32 6888 37 
3020 6 3147 28 6048 46 6215 23 6632 32 6900 36 
3020 28 3159 6 6050 31 6216 23 6633 to 6901 36 
3037 10 3160 6 6051 3| 6218 23 6635 31 7501 20 
3038 1 3170 6 6054 31 6229 35 6636 to 7504 to 
3039 1 3196 5 6055 47 6230 35 6639 30°" “27518 20 
3046 10 3198 5 6056 31 6231 to 6640 31 AR ; 
3049 10 3199 4 6057 47 6233 17 6672 43 BR 7 
3050 13 3301 5 6058 29 6235 29 6682 43 CR 7 
3053 2\ 3302 5 6059 34 6240 2I 6700 24 cs 7 
3055 2 3304 8,9 6060 29 6241 2I 6701 74 Di 34 
3056 2\ 3307 1 6061 29 6243 2\ 6703 32 wee 29 
3058 45 3308 lI 6065 30 6262 16 6704 32 DM 29 
3071 45 3310 to 6068 3| 6264 39 6709 25: cle DR 29 
3072 45 3313 in 6070 29 6265 39 6711 to DS 29 
3079 13 3317 to 6077 47 6272 16 6713 Pf Ha | eod BY 9 34 
3092 34 3319 11 6078 47 6275 39 6716 25 HC 36 
3096 2| 4242 in 6079 30 6276 39 | 6718 25 HD 36 
3097 34 4243 1 6081 29 6301 442 6722 2h Wes HS 35 
3098 34 | 6002 to 6092 34 | 6318 44 6730 24 HK 36 
3099 34 6004 30 6097 to 6319 44 6740 28 HT 36 
3102 13 6005 47 6099 SAP 6326 42 | 6747 to HV 36 
3103 |3 6006 47 6108 to 6327 42 6750 28 | HW 35 
3107 13 6009 25 6110 13 6329 42 6759 36 HX 36 
3114 33-1 607 16 | 6125 10 | 6352to 6760 38 MC 2 
3121 3 6018 16 6126 lO | 6354 40 | 6761 38 =| MS 2 
3132 1 6019 24 6127 47 6382 23 6765 to 
3133 33. | 6020 25 6128 47 | 6383 to | 6767 18 
3136 to | 6021 14 6142 47 6385 15, 23 | 6771 to 
3138 Il | 6024 14 6143 47 | 6515 (3 gw. 6775 18 
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Lighting equipment that harmonizes with 
modern architecture, combining eftective 
lighting with wide applicability and econom- 
ical installation. 


COVE LIGHTING TROUGHS SUSPENDED INDIRECT TROUGHS 


APPLIED, RECESSED AND SUSPENDED 
LIGHT FIXTURES 


LUMILINE LAMP BRACKETS DIRECTIONAL SIGNS AND EXIT BOXES 


CONTINUOUS LIGHTING ELEMENTS 


Numerical Index, see page 84 
Specialized Store, Bank and Office Lighting, see Section A. 
Holophane Controlens Lighting, see Section C. 
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GARDEN CITY PLATING & MFG. CO. 1420-30 SO. TALMAN AVE. CHICAGO, ILL. 
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CONTINUOUS COVE LIGHTING REFLECTORS 


SEE ALSO CONTINUOUS REFLECTORS, PAGE 13 


Size and shape of cove and position of lamps are important factors in determining the efficiency of a cove lighting 
system. Inasmuch as these factors are not fixed, but vary with the size of the room and mounting height of the 
equipment, it is suggested that plans be submitted to GARCY engineers for checking. 


No. 6289 


For lamps up to 
150 watt. 








CLEAR GLASS 
DUST COVER 





No. 6296 


For standard lamps up 
to 40 watt. 


REMOVABLE 


Z=— REFLECTOR 





No. 6290, 6297 


For standard or 
lumiline lamps in 
sizes listed below. 














No. |For Lamps | Dimensions 
up to A | B | Cc 
A6290 | 40 watt | 27/9" | int 23h 
B6290 75 watt 31/g"" V/5"" Jas 
C6290 | 100 watt | 334" V5" 31, ua 
D290 150 watt | 354" V/5"" 31/" | 
6297 Lumiline 2"/_"" | Sy" a0 





SPECIFICATIONS 


EXTERIOR: Reflectors are steel, aluminum 
sprayed. Other metals or finishes can be fur- 
nished. 

REFLECTING SURFACE: GAR-LITE reflecting 
surface. Any other reflecting surface can be 
furnished. See list on page 4. 

LAMP SPACING: Reflectors for standard 
lamps have sockets spaced 18" on centers. Any 
other spacing can be furnished. Reflectors for 
lumiline lamps have sockets for 18" lamps, 
spaced end to end. When necessary, how- 
ever, sockets for one or two 12” lamps will be 
included, in order to provide the maximum of 
continuous lighting. 
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Burdine's, Miami, Florida 


Eleanor Le Maire, Architect. 


The tops of wall cases and wall fixtures offer an excellent lo- 
cation for the concealment of indirect cove reflectors. Re- 
flector as shown in circle is No. 6289. 














The Silver Salon, Gimbel Bros., Philadelphia, Pennsylvania 


Emil Fels, Architect. 


Dome is illuminated by short sections of reflector, mitered to 
follow the curve of the circular cove. Reflectors on this or 
the next page or troughs shown on page 13 may be used. 
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INDIRECT LIGHT FROM CONTINUOUS COVES 


FOR CONCEALMENT 
IN WALL COVES 
Reflectors for lumiline lamps. 


Specifications are same as listed 
on preceding page. 





77 
No. 6298 


For lumiline lamps. 





Illustration shows No. 6861 
wireway for lumiline lamps. 
This and other wireways are 
shown on page 15. 





1. Concealed in cove for silhouetting the cutout let- 2: 
ters is GARCY No. 3050 trough reflector. No. 3050 
and other shapes suitable for cove lighting are shown 


on page 13. 
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FOR CONCEALMENT IN 
TOP OF PARTITIONS 


Reflectors mounted above 
fitting room or office parti- 
tions provide well diffused, 
even illumination. 


Specifications are same as listed 
on preceding page. Continuous 
reflectors on page 13 can also be 
used in this manner. 
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No. 6291 


For lamps up to 200 watt. Top 
of reflector is arranged to per- 
mit application of clear glass 
dust covers if desired. 





The Silver Salon, Gimbel Bros., Philadelphia, Pennsylvania 
Emil Fels, Archt. 
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FOR EXPOSED MOUNTING 
Reflectors below are de- 
signed for use without the 
usual wood or plaster coves. 
Arranged with decorative 
moulding effect. These can 
be furnished in any metal 
or finish. 


baer gamer 


EXTRUDED TRIM 


No. 6281 


For standard lamps up 
to 40 watt. 


No. A6281 


As above without extruded trim. 





No. 6282 


For lumiline 
lamps. 


EXTRUDED TRIM 


No. A6282 


As above without extruded trim. 








No. 6210 fiush-recessed boxes (see page 65), in 
soffit of arch with No. 6385 lattice louvers (see page 
15) instead of glass. 
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INDIRECT LIGHTING 


FROM COLUMNS 


The photographs on this 
page offer a happy solution 
to the problem of indirect 
lighting for large interiors 
with many columns. In the 
top photo, the lamps are 
concealed in metal reflector 
urns, which fit around the 
octagonal columns. 


In the lower illustration, 
short lengths of GARCY 
cove reflector are concealed 
in the top of the column 
enclosure. 


In order to achieve the most 
effective indirect lighting, 
GAR-LITE reflecting sur- 
face should be used, and re- 
flectors designed for actual 
conditions at installation. 
Advise ceiling height, col- 
umn spacing, etc., for a 
GARCY engineering rec- 











ommendation. Wasson Store, Indianapolis, Ind. 
No. 6560 
[ canite enectoas JI.” 
\ ca) | No. 6560 Column urn of cast and wrought metal, for octag- 
\ It" onal column. Projection, 11” from face. Designed 
Column to use 8 lamps, 150 watts each. 
len This type of urn can be made for any diameter or 


shape of column. 

















WIDTH OF COVE 
CLEAR GLASS COVER MAY 
BE USED IF OESIRED TO 
KEEP OUT DUST AND DIRT. 
NOT INCLUDED IN PRICE 


Ratton 
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MINIMUM HEIGHT OF BAFFLE 


REFLECTOR SHOULD BE PLACED AS LOY AS POSSIBE 
* BUT BOTTOM SHOULD BE NOT LESS 6'O" FROM FLOOR 


No. 6289 
Cove Reflector 


This and other cove reflectors 
are shown on pages 50, 51. In this 
installation, short lengths of No. 
6289 reflector concealed in the 
column enclosures and continu- 
ous lengths above the wall cases 





Rothschild's B & M Store produce a flood of soft, restful 
Oklah City. Ol : light that increases the appar- 
ahoma City, Okla. ent height and width of the 

C. A, Wheeler, Inc., Architects room. ? 
we es (GARY cee 
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INDIRECT LIGHTING 


FROM WALL BRACKETS 


No. 6693 

A decorative satin 
nickel housing con- 
tains an ALZAK 
processed reflector 
and socket for a 3- 
lite lamp up to the 
200 - 300-500 watt 
size. 

Also furnished with a 
socket for standard 


lamp, 300 or 500 watt, 
if preferred. 

16%” wide, 15%” high. 
Can be furnished with 
switch, if desired. 


No. 6697 


Nested, satin finish, 
aluminum cones are 
illuminated by spill 
light from below. 
Takes standard 
lamp up to 200 watt. 
Also furnished with 
socket for a 100-200-300 
watt three-lite lamp. 

Top cone is 1114” di- 
ameter, arm mounting, 
4%” round wall plate. 
Complete with switch. 


No. 6698 


Satin finish alumi- 
num. Main bowl is 
illuminated by spill 
light from below. It 
takes standard lamp 
up to 200 watt. 

Also furnished for a 


three-lite lamp up to 
100-200-300 watt size. 
Diameter, at top, 8%”, 
arm mounting, 4%” 
round wall plate. Com- 
plete with switch. 


No. 6694 


Satin finish alumi- 
num bow! for a 





FROM TORCHIERES 


With Shallow Bowl 


No. 6818 


With costumer arms, as 
illustrated. 


No. 6819 


Without costumer arms. 


SOCKET: Has socket for 
a three-lite lamp up to 100- 
200-300 watt size. 

Also furnished with socket 
for standard lamp, up to 


200 watt. 
DIMENSIONS: Bow! is 24" 
diameter, base |8'' diame- 


ter. Height: to costumer 
arms, 5' 6"; overall 6' 6!/5". 


Base is heavily weighted (weighs 60 lbs.). 














With Deep Bowl 
No. 6816 


With costumer arms, as 
illustrated. 


No. 6817 


Without costumer arms. 


SOCKET: Has socket for 
standard lamp up to 500 
watt. 

Also furnished with socket 
for a three-lite lamp up to 
the 200-300-500 watt size. 


DIMENSIONS: Bowl is 17" 
diameter, base |8"' diame- 
ter. Height: to’ costumer 
arms, 5'5%"': overall 7'0"'. 


Bowl of aluminum. 


Standard finish, white satin. 

CONNECTIONS. Regularly furnished in portable style, with 
cord and plug. Also furnished with screw holes in base and 
heavy rubber covered cord for connection under floor; or with 
pipe extension for fastening through floor. 


SWITCHES: Not included unless specified. 
WALL LIGHTS TO MATCH ABOVE 


Either of the urns above can be furnished with arm 
and 4%” round plate for wall mounting. Switches 
not included unless specified. 

No. 6814. Wall light with shallow bowl. 

No. 6815. Wall light with deep bowl. 


three-lite lamp as 
large as the 150- 
200-350 watt size. 
Also furnished with 
medium socket for a 
standard lamp up to 200 
watt, or mogul socket 
for 300 watt lamp. 


Diameter at top, 10%”, 
arm mounting with wall 
plate. Can be furnished 
with switch, if desired. 
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TROUGH INDIRECTS 


FOR LUMILINE LAMPS 
Lengths as required 


Various styles of ends and hangers are shown 


on page 6}. 





No. 6505 No. 6507 


3144” wide, 154” deep. 3” wide, 134” deep. 





No. 6506 


4” wide, 2” deep. 


SPECIFICATIONS 
EXTERIOR: No. 6503 of aluminum, others of brass, bronze or 


nickel silver, any plated finish. 


REFLECTING SURFACE: Equipped with GAR-CO diffusing re- 
flecting surface. If white or color coated lamps are to be used, 
specify GAR-LITE reflecting surface. 


SOCKET SPACING: Sockets are provided for end-to-end spac- 
ing of 18'' lamps. When necessary, however, sockets for one or 
two 12" lamps are included so that the line of light will approxi- 
mate as closely as possible the length of the trough. 


ENDS AND HANGERS: Furnished with flat ends and single stem 
canopy hangers (Type HA), unless otherwise specified. See 


paae 6 
page ol. 
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No. 6504 
414” wide, 2” deep. 
Small illustration shows trough with Type D verti- 
cal return miter ends and Type HP continuous ceil- 


ing plate with single-stem hangers. Various types 
of ends and hangers are shown on page 61. 





No. 6503 


For two rows of lamps. 10” wide, 2” deep. 


Small illustration shows trough with a cast end and 
Type HV hangers. Various types of ends and hang- 
ers are shown on page 61. 
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TROUGH INDIRECTS 











Hume-Mansur 
Building, 


Indianapolis, Ind. 





Vonnegut, 


Bohn & Mueller, Archts. 

















No. 6602 
FOR LUMILINE LAMPS 


44%” wide, 2%” deep, lengths as required. Furnished in 
brass, bronze or nickel silver, any plated finish. Regular- 
ly furnished with flat ends and single stem canopy hangers 
(Type HA), unless otherwise specified. Various types of 


ends and hangers are shown on page 61. 


Small illustration shows trough with cast ends and type 
HE stem hangers. 
Socket spacing and reflecting surface are same as listed 


for items on preceding page. 
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TROUGH INDIRECTS 


FOR STANDARD LAMPS — LENGTHS AS REQUIRED 
Various Styles of Ends and Hangers Shown on Page 6| 
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No. 6566 


No. 6562 Exterior is nickel silver, satin finish. GAR- 
LITE reflecting surface. 








Exterior is steel, any spray finish, with 
plated bronze trim. GAR-LITE reflecting 8” wide, 44%” deep, for lamps up to 100 watt. 
surface. 


13” wide, 4%” deep, for lamps up to 200 watt. 
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SGCBQ 
No. Aé55| No. 6563 
Exterior is bronze, any finish. Inside is white Exterior is steel, any spray finish. GAR- 
sprayed. LITE reflecting surface. 
14” wi ye” ‘ : , 
wide, 4%” deep, for lamps up to 40 watt. 12” wide, 4” deep, for lamps up to 100 watt. 
No. B6551 
As above with angle sockets. Takes lamps up to 
200 watt. 
SPECIFICATIONS 
EXTERIOR: As listed for each item. Any other metal or SOCKET SPACING: Single sockets, spaced 18" on centers 
finish can be furnished. are furnished unless otherwise specified. 


Shel! f ENDS AND HANGERS: Furnished with flat ends and single 
REFLECTING SURFACE: As listed for each item. Other re- stem canopy hangers (Type HA), unless otherwise specified. 


flecting surfaces can be furnished. See page 6l. 
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LIGHTING WITH TROUGH INDIRECTS 


Troughs Are Shown on Preceding Page 
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ARCY TROUGH INDIRECTS 


OFFICE 


Conference room in 
the Chicago offices 
of the GENERAL 
ELECTRIC INCAN- 
DESCENT LAMP 
COMPANY. 


Trough used is 
GARCY No. 
6562 on pre- 
ceding page. 
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STORE BUILDING LOBBY 


BURDINE'S, Miami, Florida U. S. POST OFFICE, St. Paul, Minnesota 

Eleanor LeMaire, Architect Lambert Bassindale and Holabird & Root, Architects 
Trough used is GARCY No. 6563 on preceding Trough used is GARCY No. 6551 on 
page. preceding page. 
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TROUGH INDIRECTS 
FOR STANDARD LAMPS 
Furnished any length 











No. 6521 


Brass, bronze or nickel silver. 65%” wide, 4” deep, 
for lamps up to 100 watt. 


Small illustration shows trough with Type H round 
end and Type HH hangers. 

















No. 6522 


Extruded aluminum. 5%” wide, 3%” deep for lamps 
up to 100 watt. 


Small illustration shows trough with a cast end and 
Type HE hangers. 


Various styles of ends and hangers are shown on page 61. 





No. 6523 


Nickel silver. Also furnished in 
any other metal. 45” wide, 35%” 


deep, for lamps up to 100 watt. 7%” wide, 4%” deep, for lamps up 


to 100 watt. 


Aluminum with 





No. 6524 No. 6525 


extruded trim. 
Also furnished in any other metal. wide, 3%” deep, for lamps up to 


Brass, bronze, or nickel silver. 4” 


a 


5 watt. 


SPECIFICATIONS 


EXTERIOR: Aluminum troughs can be furnished in satin, pol- 


ished or alumilite finishes — others in any plated finish. 


REFLECTING SURFACE: Furnished with GAR-LITE, the most 


erricie eta >cting surface available. 


SOCKET SPACING: Single sockets spaced 18'' on centers 
are furnished unless otherwise specified. 

ENDS AND HANGERS: Furnished with flat ends and single 
stem canopy hangers (Type HA) unless otherwise specified. 
See page 6l. 
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LUMINOUS TROUGH INDIRECTS 


LENGTHS AS REQUIRED 














No. 6549 


Exterior is steel, any spray finish, illumi- 
nated by spill light through louver openings. 
Reflecting surface is GAR-LITE. 


12” wide, 798” deep, for lamps up to 200 watt. 


Small illustration shows trough with cast ends and 
Type HG hangers. Typical end treatments and 
hanger styles are shown on page 61. 























No. 6550 trough in a department store 
Wm. H. Block Co., Indianapolis, Ind. 


SPECIFICATIONS 


Exterior and reflecting surfaces are furnished as listed unless 
otherwise ordered. Socket spacing, ends and hangers are 
same as listed for reflectors on preceding page. 


No. 6550 


Aluminum 
trough, cast alu- 
minum brackets, 
clear glass with 
sandblast stripe 
decoration, — illu- 
minated through 
edge of glass. Re- 
flecting surface 
is polished alu- 
minum. 

Width, including 
glass is 24”. Trough 
is 43g”deep. Takes 
lamps up to 200 
watt. Can also be 
furnished with sock- 
ets for 300 or 500 
watt lamps. 
Small illustration 
shows trough with 
round end and type 
HA hangers. Vari- 
ous styles of ends 
and hangers are de- 
scribed on page 61. 
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TROUGH SEMI-INDIRECTS 








No. 6587 

Both designs have fluted, diffusing glass plaques in bottom. Sides of No. 6586 are illuminated 
by spill light. 

Exterior is brass or bronze, any finish. GAR-LITE reflecting surface. 


Fixtures with one plaque are 17” wide, 5%” deep, 27” long. Additional plaques, add 17%” to length for each 
plaque. Furnished with miter ends and Type HP continuous ceiling plate and single-stem hangers as shown 
on No. 6587. Other styles of ends and hangers, see page 61. 


| WITH HOLOPHANE CONTROLENSES 
This design provides :— 








1. Direct light, controllable for spread and 
direction according to requirements of 
installation. 


2. Diffused indirect lighting. 


3. Illumination, by spill light, of exterior of 
fixture. 
Full information as to area to be illuminated should 


be given so that correct engineering layout may be 
submitted. 











No. 6585 
Metal grille exterior, backed with diffusing 
glass. 
Made of steel, any spray finish. Also furnished in any 
other metal or finish. 11%” wide, 744” deep, for lamps 
up to 75 watt. Sockets are spaced 18” on centers un- 
less otherwise specified. 


Trough is furnished with flat ends and Type HA single 








stem canopy hangers unless otherwise specified. No. 6584 

Small illustration shows trough with streamline miter ; : ‘ 

end and Type HN, three-stem hangers. Made of steel, spray finish. Also furnished in any 
Various types of ends and hangers are illustrated on other metal or finish. Lenses and sockets are spaced 
page 61. as required. See controlens data, page 86. 
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ENDS AND HANGERS 


FOR TROUGH INDIRECTS 


TYPICAL END TREATMENTS 


These ends are offered as examples of the unlimited var- 
iety of end treatments possible on trough indirects. 
GARCY designers will gladly submit sketches of any 


type of end for any trough indirect. 




















STEM HANGERS 


Also furnished with self-aligning can- 





opy joints. 
b}—ak — a 
TF 
Type HA Type HB 


Single-stem hangers, spun canopies. 











4 © 
Type HV 
Single-stem hangers, spun canopies. 
Type B Type C .— 4" SS 
Type A Slope closed end . Em ar 
cose Flat end, applied | 
Flat closed end Trough is No. 6563, Peeper 
Trough is No. 6582 page 56. eae 
60 : ’ Trough is No. 6507, Type HE 
page ov. page 54. 
Single-stem hang- Single-stem hang- 
ie els: canopy er, spun canopy. 
with top rounded 
Type D to fit curved sur- 
Vertical return miter 
end 
Trough is No. 6521, 
page 58. 
Type E 
Side return miter 
end : Type HG 
Trough is No, 6504, Type E 2 Two stem-decora- 
page 54. Single-stem hang- tive hanger, cast 
er, Spun canopy. canopy. 
With flat 
Type F cealiing 
Streamline miter ee 
end ed. 
Trough is No. 6602, 
page 55. Type HL. Single-stem hanger. 
Type HM. Two-stem hanger. 
Type HN. Three-stem hanger. 
Type G 


Cast streamline end 
Trough is No. 6505, 
page 54. 





Type H 


Semi-circular end 
Trough is No. 6551, 
page 56. 


Type J 


Decorative cast end 
Trough is No. 6521, 
page 58. 














Type HP 
Continuous ceiling plate with single, 
two-stem or three-stem hangers. Size 
and spacing of stems as required. 





Type HO 


Continuous ceiling plate finished with 


Single, 
Size 


an architectural moulding. 
two-stem or three-stem hangers. 
and spacing of stems as required. 
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INDIRECT CEILING FIXTURES 


APPLIED, RECESSED, SUSPENDED TYPES 


Light from the lamps in the applied 
and recessed types is reflected and 
diffused by the curved metal reflect- 
ing surface. Ceiling conditions do not 
affect their efficiency. 

Reflecting surface is matte-paint finish, 
white or cream, as preferred. Lower por- 


tion in any spray finish. Can also be fur- 
nished in plated finishes. 


Sizes listed are standard. Nos. 6655, 6656, 
and 6696, can be furnished in other sizes 
or sections to be coupled together for con- 
tinuous effects. 











For Surface Mounting 


No. A6655 
42” x 60”, with 5 sockets for lamps up to 
100 watt. 

No. B6655 
42” x 120”, with 11 sockets for lamps up to 
100 watt. 

















For Recess Mounting 











No. A6656 
40” x 58”, with 5 sockets for lamps up to 
100 watt. 
No. B6656 
For Surface Mounting 40” x 118”, with 11 sockets for lamps up to 
100 watt. 
No. A6696 
25”x 32”, with 4 sockets for lamps up to 100 watt. 
No. B6696 


42” x 66”, with 8 sockets for lamps up to 100 watt. 





For Suspension 


No. 6552 


Spun bronze bowl with 
four sockets for lamps up 
to 800 watt, and 42” stem 
and canopy for curved 
ceiling. Bowl is 28” di- 
ameter, 942” deep. Can be 
equipped with additional 




















sockets if required. For Recess Mounting 

Other styles of canopies, No. 6657 

see preceding page. 17%” diameter, with socket for 60 watt 
lamp. Can also be furnished for other lamp 
sizes. 
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APPLIED FIXTURES 











No. 6668 








No. 6669 


Cast aluminum with a half cylinder 
of flashed opal glass. Hinged on end. 


Fixture is 10” wide, 18” long, wired with 2 


sockets for lamps up to 75 watt. 


Of extruded and cast aluminum with a half cylinder 
of flashed opal glass. Hinged on side. 

Fixture is 17” wide, 35” long, wired with 4 sockets for lamps 
up to 100 watt. 


Also furnished in sections for continuous lines of built-on 
lighting. 








No. 6519 


An all metal fixture in which the lamp is concealed behind 
a removable louver ring. Through openings in the side (not 
visible from below), some of the light is reflected to the 
outside of the fixture and the ceiling. 

Fixture is 21” square, with socket for 300 or 500 watt lamp. Fixture 
ean also be furnished with lattice louver in either a round or square 
bottom opening. 


No. 6253 


Bottom of fixture contains 
a decorative moulded glass 
plate in a hinged frame. 
Sides are curved aluminum 
louvers, which are color il- 
luminated through color fil- 
ters which also project 
bands of colored light to 
ceiling. 

Standard size—15” square, for 
100 watt lamp. 
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SURFACE MOUNTED 
LIGHT BOXES 


Surface mounted boxes are 
made of brass framing, satin 
nickel plated, with flashed opal 
glass panels in sides and bottom. 
Bottom panels are hinged. 


Nos. 6520 and 6530 are for standard 
lamps, No. 6526 for lumiline lamps. 
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STANDARD SIZES 


Refer to schedules of flush-recessed 
boxes as indicated below. Add 4” to 
listed width and length of box to ob- 
tain overall size at ceiling of surface 
mounted type; read recess depth as 
height below ceiling, number of sock- 
ets and size lamps as listed. 


No. Type Sizes, see schedule of 
6520 Square No. 6200, page 65 
6530 Rectangular No. 6210, page 65 
6526 Rectangular No. 6206, page 80 
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RECESSED FIXTURES 


Fixtures on this page can also 
be furnished with Holophane 
Controlenses. Dimensions and 
details can be furnished for any 
specific project. Inquiries should 
include complete information as 
to area to be illuminated. See 


controlens data, pages 86 to 88. 


Nos. 6300, 6302 


Semi-recessed boxes with flashed 
opal glass in sides and bottom. 
Constructed with bottom glass in 
hinged frames. 


FLUSH GLASS PANELS 
WITH DECORATIVE LOUVERS 








Section % size 
No. 6226 


Made any size or 
finish as required. 


Standard size is 
with frame 5%” 
wide, reflector 
3%” deep, for 
tubular lamps. 




















SAR Die Noe Gillie 
64 








PLATING REFLECTOR & 





No. 6300 Square boxes. Compute sizes from those listed for No. 
6200, page 65. 
No. 6302 Rectangular boxes. Compute sizes from those listed for 


No. 6210, page 65. 


TO COMPUTE STANDARD SIZES: Refer to sizes listed for flush-recessed boxes, 
No. 6200, 6210 page 65. To obtain correct dimensions of recess box, deduct !/ 
of depth dimension and add 134" to width and length. Ceiling flange projects 
I'/g"" beyond recess box, all around. Projection from ceiling is also '/2 depth of 
recess box. Any other size can be furnished. 


Flashed opal 
glass panels in 
a metal frame, 
which is drop- 
ped below the 
=z ceiling and ar- 
ranged for lu- 
minous effect, 
conceal _ the 
lamps and re- 
Stand- 
ard finish of ex- 





flector. 
METAL FIN 
METAL FRAME 


DIFFUSING GLASS posed metal is 








satin nickel. 


Nos. 6303, 6304, 6305 


These fixtures can be furnished in any size required. The following 
widths, depths and lamp spacings, however, are recommended as 
standard. Lengths as required. 


























| | Width | Projec- | : 
| Paxat Depth of | ae Spacing 
| No. For Lamps | of of | Recess of 
| | | Recess Eixt Gl aie from Cott al 
| bos ixture ass | Box | Ceiling | Sockets 
6303 | 15 to 40 watts) 8" | 16" OC ns ee ay EE 9" 
| 6304 | 15 to 100 watts] 11" | 19" | tz" | 9" PEIN a | 
| 6305 | 15 to 200 watts| 14" | 22" | 15" | te" | 2%" | 15" 





*Add '/4"' to this dimension for size to cut opening. 
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FLUSH RECESSED LIGHT BOXES 


BOXES WITH HOLOPHANE CONTROLENSES SHOWN ON PAGES 87, 88; FOR LUMILINE LAMPS ON PAGE 80; 
ALSO FURNISHED WITH LOUVER SCREENS SHOWN ON PAGE I5. 


1 EASY INSTALLATION — Box and 


frame may be attached together 
as one unit, or they can be fastened sep- 
arately. 
FOR PLASTER OPENINGS — Boxes can be 
furnished with adjustable angles at- 
tached to box from inside and projecting 
out to rest on ceiling (No. 6579, page 
67); or with separate angle frames to 
fasten to lath before plaster is applied. 


9 ANGLE PORCELAIN SOCKETS — 
Change of lamp size does not 
affect the correct setting of lamps in box. 


3 FLASHED OPAL GLASS—F lashed 
opal glass is standard equip- 
ment for these boxes. However, other 
types of flat glass such as sand blasted, 
dense opal, decorative colored, or Pyrex 
heat-resisting, can be furnished without 
extra charge. Special glasses, such as 
moulded picture plaques, daylight color- 
correction glass, or glass with special de- 
signs etched or sandblasted at somewhat 
higher cost. 
NO LAMP SPOTS — Uniform surface 
brightness of glass is insured by proper 
spacing of sockets and distance of lamps 
to glass. 


4 CHANNEL FRAME FOR GLASS — 

Protects glass against break- 
age. No loosely soldered clips to fall out 
under lamp heat. One end of frame is 
removable for easy removal or insertion 
of glass. 


5 CONTINUOUS HINGE—Provides 
neat, clean-cut appearance and 
greater strength. Easy access to lamps. 


WIDE TRIM FOR OPENING— Pre- 
6 vents plaster falling, makes a 
neat decorative trim. Formed of Z- 
shaped channel, it prevents any possible 
light leakage. 


MAXIMUM EFFICIENCY REFLEC- 
7 TOR — GAR-LITE metal re- 


flector with reflectivity as high as mirror 
glass, and 25% higher than either chro- 
mium or porcelain, provides new meaning 
to the word “efficiency” when applied to 
metal reflectors. Formed to direct all re- 
flected light toward the glass—eliminates 
inter-reflection losses. 


g HEAVY GAUGE HOUSING — 
Painted, rust-resisting steel — 
sturdy, durable. 

9 EASY WIRING METHODS —Con- 


venient boxes or channels with 
knock-outs provided for wiring connec- 


tions. 
10 PERMANENT CATCH — Can- 
not be dropped out or lost. 


11 AMPLE VENTILATION— All boxes 
are thoroughly ventilated to 
prevent overheating. 
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SCHEDULE OF STANDA 











RD SIZES 


Any other size can be furnished 






























































| No. Box Dimensions © 
Ne. canbe at aioe ees wena ies aa: 
| Sockets | *Depth | Width] Lengt | u 
— — — —— | e 
A6200-| 15 to 40 watt| Square 75%" 77h" | Tif" 
1A6200-4 7); eee eo ee 4 | 147%" | 147," 
A6210-2 | Ome: 1434" 
| A6210-3 3 207/,"" 
A6210-4 | 4 2734" 
| A6210-5 | | | 5 | 33%" | x 
A6210-6 | | 6 su | a7zu | 409" | 2 
A6210-7 15 to 40 watt | Rectangular : 75 7" | 473; “ 
| A6210-8 | 8 54a ee 
| A6210-9 9 | Leonel = 
A6210-10 io | Pé7iAtiies 
A6210-11 | 3 7 Al Pome 733," 72 | 
B6200-| ae ee a ee 
B6200-4 15 ie eo watt ete i Melee 8 fs r ri," | HA € 
/B6210-2 | ae | | 1734" | § | 
| B6210-3 } 3 2534" a 
B6210-4 | 4 | | 3346" | + 
B6210-5 5 " SA? ge ule ceo 
B6210-6 15 to 100 watt) Rectangular 85 | 93 alee Ss 
B6210-7 7 | 58I4" | 
B6210-8 8 61/4" 2 
B6210-9 | feo (hee a se | 741/44" 
‘C6200-1 | ck yee See 
€6200-4 15 to et wed i Saud me i 78" 25%" 257" 
C6210-3 | 3 | 3734" | 
C6210-4 (15 to 200 watt! Rectangular “ 111/" 133" 50\/,"' 
C6210-5 5 62!/4"" 
Cé210-6 | 6 | 74%" | 





*Depth includes knock-out boxes or channels, 


| 5/4" Thishe lf dadvad: hides 


may be omitted and knock-outs furnished in box where required. 


FINISHES (Trim and Hinged Frame): Made of brass, satin nickel plated. Also 
furnished in other finishes, or made of steel, spray finishes. 


WIRING: One-socket boxes unwired, others com 


pletely wired. 


WITH STATIONARY FRAMES 
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Light boxes are also 
furnished with  sta- 
tionary frames con- 
structed as shown. 
Made of steel. 
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ARCHITECTURAL GLASS 







These designs illustrate two of the many shapes of 
glass bowls that are available for lighting fixtures. 


Ihe 


Bowl shapes are available in various types of glass, 








HIN 


plain or decorated, white or colored. 


Wh 
Will 
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y; actual size 


No. 6573 No. 6572 

aie ; This fixture is built around a cylindrical bowl of 
A fixture utilizing a square frosted-finish glass bowl. white glass. Cylindrical bowls are available in vari- 
This style bowl is available 10%” and 12%” square. ous sizes from 8” diameter, 2142” depth to 16”x4%”. 


Usually furnished with a hinged ceiling frame. In this design, the bowl is supported below the re- 


cessed reflector by three cast metal fins. Blueprints 
and photographs available. 


LUMINOUS ARCHITECTURAL ELEMENTS 


The combination of efficient glassware, cor- nish fixtures incorporating any of the myriad 
rectly designed and encased in correctly fab- shapes and types of glass available for the 
ricated metal fittings, will result in a satisfac- purpose, of which the items on this and the 
tory “special lighting job.” GARCY can fur- following page are representative. 

FLAT GLASS DECORATIVE GLASS PLAQUES 
The following is a partial list Decorative glass panels are available nished instead of flashed opal glass in 


i with a great variety of pictorial or the bottom of the Nos. 6200, 6210, 
of the iret types of sheet abstract designs of varying dimen- 6300, 6302 fixtures on pages 64, 65, in 
glass available for lighting sions. The No. 6267 design can be fur- _ sizes as listed. 

equipment. 





Pyrex Heat-resisting 
Crystal, frosted 


No. 6267 is avail- 
ableinclear, 
frosted or opal 


Prism Ribbed type glass, 614” 

8” or 12” square. 
Flashed Opal No. 6284 can be 
Dense Opal had in clear or 


frosted glass, 9” 


Decorative Colored square. 








Daylight Correction 
No. 6284 No. 6267 
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GARDEN CITY PLATING pefiector & MFG. CO 


66 DIVISION 


wy ORICA Ce 


ARCHITECTURAL GLASS 





No. 6239 


Half cylinders. Usually cut from complete cylinders. 
Available in any diameter or length, in various types 
of glass. 








surface mounting. 








No. 6242 














No. 6575 


A fixture with half of a 6” cylinder of opal glass for 


As illustrated, fixture is 736” 


wide, 14” long, with socket for lamp up to 75 watt. 


Any other size can be furnished. 


7” wide, lengths up to 36”. Heat-resisting or crystal 
glass in clear or frosted finishes. 






No. 6246 


5” wide, lengths up to 36” in heat-resisting glass; up 
to 18” in crystal glass. Clear or frosted finishes. 


No. 6234 


Fluted tubes. 
Clear, colored or 





No. 6236 
Glass rods. 
Various diameters and lengths. 
frosted finishes. 


0) 
lamps. 
hinged frame. 





No. 6576 


A continuous type fixture with panels of the No. 
6246 glass shown at left, and sockets for lumiline 
Trim is extruded bronze with glass in a 


CONSTRUCTION DETAILS — FITTINGS 
HINGED LOUVER SCREENS 


SPECIAL FRAMES 


Fixed bottom frames for recess- 
type fixtures. Glass panels can be 
slid over each other or removed 
through diagonal of opening for ac- 
cess to interior. 








Louver screens are frequently 
preferred to diffusing glass be- 
cause of the higher light trans- 
mission afforded. Lattice type is 
generally used for architectural 














No. 6577 No. 6578 lighting, but various other de- 
“V” shape “T frame signs can be furnished. See 
frame. : page 15. 
GARCY 
GARDEN CITY PLATING egrigctor & MFG. 
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FOR PLASTER OPENINGS 














No. 6579 


Special clips for attaching flush 
or semi-recessed box type fix- 
tures in plaster openings. Ad- 
justable for varying thickness of 
plaster. Permit easy installation 
from face of opening. No fur- 
ring or blocking required. 


CHICAGO 
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APPLIED FIXTURES 


CONTINUOUS TYPE 


FOR CORNER MOUNTING 


Applied at corner of ceiling and wall or 
beam. Diffusing glass with framing of steel 
or brass, any finish. Lengths as required. 


Sections are % size 
No. 6649 


74%2”"x7%" high with round dif- 
fusing glass in hinged frame. 
Sockets 12” on centers for lamps 
up to 100 watt. Any other size 
or socket spacing can be fur- 
nished. 


No. 6648 


7%"x7T%e”, with flat diffusing 
glass in hinged frame. Sockets 
12” on centers for lamps up to 
40 watt. Any other size or 
socket spacing can be furnished. 





No. 6652 


3%"x3%”, with special curved 
diffusing glass. Sockets 12” on 
centers for T10 tubular lamps. 








For library, public building, office or home, 
GARCY execution of details, insures truly 
modern design and lasting quality. 








No. 6647 


Continuous fixture of flat diffusing glass with ex- 
truded and cast aluminum trim. 6%” wide x 8%” 
high overall. Regularly made with vertical fin and 
twin socket for T8 screw base tubular lamps every 
24”. Any other spacing can be furnished. 


FOR MOUNTING ON FLAT SURFACES 


Lengths as required 





Sections are 


No. 6617 


% size 


No. 6651 


No. 6617. Flashed opal glass bottom, luminous metal sides. Fixture is 144%” wide, with sockets spaced 12” on 
centers for lamps up to 200 watt. Other sizes or socket spacings can be furnished. 


No. 6619, Triangular fixture of flashed opal glass and white satin finish metal framing. Fixture is 11” wide 
with sockets spaced 12” on centers, for lamps up to 75 watt. Any other size can be furnished. 


No. 6651. A special shape half cylinder of diffusing glass with metal reflector and supporting housing. Fixture 
is 8” wide, with sockets spaced 12” on centers for lamps up to 40 watt. 
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WALL OR CEILING FIXTURES 


Other fixtures of this type, see pages 43 and 81 


FOR T10 TUBULAR LAMPS FOR WHITE OR COLORED LUMILINE LAMPS 


For wall or column mounting. One lamp units or continuous fixtures with sockets for 12” 
Fixtures are complete with 


wired sockets, switch, and fix- or 18” lamps to fit end to end. For surface or suspended 


ture stud for attachment to mounting on ceiling, wall or column. 
outlet box. White satin finish 
metal, with opal glass cylin- 


ders. These fixtures permit a great variety 


of architectural effects. Continuous 
lines of light on walls, ceilings, col- 
umns—all white or white with colored 
lamps—all over finishes (paint, lac- 
quer or plate) or two-tone effects— 
lamps all one size, or alternating 12” 
and 18”—are a few of the possibili- 
ties. 














o 























No. 6689 
Also furnished for one, two or four rows 
No. Cylinder of lamps. 
Da e9 i 
errr 5", he Any of these fixtures ai 
C6662 3” x10" can be furnished with 
D6662 Sena stems and canopies as 
Wall plate is 3” wide for 2” cylinders, shown on No. 6691 at 
3V/2" wide for 3” cylinders. right. Special mounting 
| Other sizes can be furnished. arrangements can be C) 
furnished to suit indi- 
vidual conditions. No. 6691 
| 
. 6667 — Se 
Me N Miiedite IrLonath | For | Additional lamps 
Can be furnish- se os 9 Lamps | add to Length 
ed right and left Ab689 | 0!/4” 16” 3-12” |12” each 3 lamps 
| ae Bb689 | 10!/,” ape 3-18” | 18” each 3 lamps 
pang ese | A6690 | 234” 14” | 1-12" | 12” each lamp 
tion shows left | p6690 | 234” | 20” | 1-18” | 18” each lamp 
hand. Height /Ab69l| 4 =” 14” | 1-12” | 12” each lamp 
overall is 20”. | B669I 4 é 20” 1-18 8 each lamp 
Wall plate will A6692 83 14 3-12 12” each 3 lamps 
rg B6692 | 832” | 20” | 3-18” |18” each 3 lamps 
cover outlet A 
boxes up to FINISH: Satin chromium is standard. Any other finish 














3%” round, can be furnished. 


es or No. 6692 CONNECTIONS AND WIRING: Concealed fasten- 
A” xs ee . 





Also furnished for ing plate and bushed outlet. Also furnished with stems 





two rows of lamps. and canopies. 
- ___~GARCY 
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LUMILINE WALL OR MIRROR FIXTURES 


Can be used vertically or horizontally as decorative wall fixtures, as illuminants on back bars, for 
restaurant or tavern booths or for lighting at fitting, lavatory or decorative mirrors. Each design 
available in two sizes, for 12’—40 watt, or 18”—30 or 60 watt, white or color coated lumiline 


lamps. 





No. A6687 
14” long for 12” lamp. 


Can also be used vertically as a corner fixture. 


No. B6687 
20” long for 18’” lamp. 


Lamp snaps in and out. White 


plastic sockets, GAR-CO diffusing reflector, cast ends and heavy metal housing, 


white satin finish. Back plate is 234’” wide with bushed outlet. 


with switch, if desired. 


4 
4 
a 

& 
a 
| 
By 


No. A6685 


15” long for 12” lamp. 


No. B6685 


21” long for 18” lamp. 


Removable cast ends conceal the 
sockets. GAR-CO diffusing reflect- 
ors, heavy metal housing, white sat- 
in finish. Back plate is 234” wide 
with bushed outlet. Switch not in- 
cluded, unless specified. 


SAG DEN eal ee 
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No. A6686 
14” long for 12” lamp. 


No. B6686 
20” long for 18” lamp. 


Lamp snaps in and out. Made of 
heavy gauge brass, finished polished 
chrome. Sockets are white plastic. 
Round wall plate is 4%,” diameter. 
Has fixture stud. Can be furnished 


with switch, if desired. 
GARGCY 
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Can be furnished 
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No. A6684 
18%” long for 12” lamp. 


No. B6684 
2414” long for 18” lamp. 


Has swivel shade which can be ad- 
justed to conceal the lamp from 
view or to reflect the light to one 
side or the other. Lamp snaps in 
and out. GAR-CO diffusing re- 
flector, heavy brass housing, satin 
bronze finish. Sockets are white 
plastic. Back plate is 4” wide, with 
bushed outlet. Switch not included 
unless specified. 
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ROUND FLUSH-RECESSED LIGHTS 





ALZAK-PROCESSED REFLECTORS 


Of aluminum, ALZAK-PROCESSED, these 
reflectors have a reflection factor of 85% 
in the concentrating type—equal to the best 
silver plated glass reflectors and 32% more 
efficient than chromium. The reflecting sur- 
face does not deteriorate and is easily 
cleaned. Unlike glass reflectors, they are not 
subject to breakage. 





EASY TO INSTALL 


Wiring, attachment and lamping are easily 
accomplished from below. If desired, reflec- 
tor can be detached and dropped below ceiling 
without removing fixture trim, as shown in 
illustration. 








CONCENTRATING TYPE 


Open or with hinged louvers, see Nos. 6765 
to 6773 on next page. 


FOR PLASTER CEILINGS 


Special plaster rings can be furnished, which should 
be installed when lathing is done. Rings serve as a 
“ground” to plaster to, reinforcement for lathing 
around openings, and a secure base to which to at- 
tach the fixtures. Not included in price of fixtures. 


DIFFUSING TYPE 


With hinged glass doors, see Nos. 6231 to 
6233 on page 73. 


SHALLOW DRUMS 


For use where space above ceiling is limited and concentration of light is not required. 





TYPE A 
Nos. A6237, A6238 


With glass panel in hinged 
frame, same as Nos. 6231 
to 6233, page 73. 


—~ 


vee 


DIAMETER TO CUT NOLE 


Each unit consists of ceiling flange and 
hinged frame, fitted with glass or louvers, 
as described for each type and round 
drum with sockets and knockouts. 


ae 


Set 

















TYPE B 
Nos. B6237, B6238 


DIAMETER 


oF FLANGE 





























With concentric louvers in Tenet sh Ie Tusa Ral Tyee et NSE Diffusing | 
hinged frame, same as ie Ate dee For Lamps Height | Diam. to Diam. of Glass, 
? . . . 
Nos. 6771 to 6773, on next Cut hole Flange Type A 
ak A6237 | B6237 | ©6237 | 2—I00W Max. a 9/4" 1156" Flat Opal 
TYPEC A6238 | B6238 | C6238 |3—I50W Max.| 5" 13!/, 1554" | Dished Pyrex 


Nos. C6237, C6238 


With lattice louvers in 
hinged frame, same as 
Nos. 6768 to 6770, on next 


page. 


GARDEN CITY 




















GLASS: No. A6237 can also be furnished with flat Pyrex, heat-resisting, diffusing glass. 
FINISHES (Flange and Hinged Frame): Dull Cadmium. Any other finish can be furnished. 
FOR PLASTER CEILINGS: Plaster rings can be furnished. These are extra, and are not included 


unless specified. 
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ROUND FLUSH-RECESSED LIGHTS 


WITH ALZAK-PROCESSED ALUMINUM REFLECTORS 





CONCENTRATING TYPE [ 


These reflectors are furnished with a con- 
centrating Alzak reflecting surface to pro- 
duce high intensity ‘“‘center spot” lighting. 
Recommended for use with inside frosted 
lamps. 


DIFFUSING TYPE 


If desired, reflectors can be furnished with 
diffuse Alzak reflecting surface for wide 
distribution of light. 














WITH LATTICE LOUVERS 
In Hinged Frame 
Nos. 6768, 6769, 6770 





























: rate ee 
WITH CONCENTRIC LOUVERS 
In Hinged Frame 
Nos. 6771, 6772, 6773 





OPEN TYPE 
Nos. 6765, 6766, 6767 


Open type units are arranged so that hinged frames 
with glass or louvers can be added at any time. 


SCHEDULE OF FIXTURES 


Each unit is complete with ceiling flange (open or louvered as shown) 
reflector, socket and standard junction box. 




















| Open Lattice | Concentric | For | Diameter 
| Type Louver | Louver | Lamp Height | - : 
| : ° ° To Of 

| 
pene 5 fie ick oe | Watts Ean | Cut Hole | Flange 
| 6765 6768 | 6771 '*75, *100, 150) BG he Egle 115" 
| 6766 6769 6772 *150,200 | 1054" 91/, tall (See 
| 6767 6770 6773 300; 500 \h= f= 123, aster ole 1S 





*Socket extension should be used with these lamp sizes. 
FINISHES (Flange, Hinged Frame, Louvers): Open and concentric louver fixtures 
furnished dull Cadmium plated. Any other finish can be furnished. Lattice louver 
fixtures are sprayed Aluminum. Any other spray or lacquer finish can be 


furnished. 
FOR PLASTER CEILING: Plaster rings can be furnished. These are extra, and 


are not included unless specified. 








DIAMETER TO CUT HOLE | 
DIAMETER OF FLANGE 
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ROUND FLUSH-RECESSED LIGHTS 


ALZAK-PROCESSED ALUMINUM REFLECTOR WITH DIFFUSING GLASS IN HINGED FRAME, 
WITH HINGED WIRE GUARD, OR WITH BOTH GLASS AND GUARD 


Installation and wiring easily accomplished fr 


on preceding page. 





WITH WIRE GUARDS 


Both the open type units, Nos. 6765 to 6767, on the 
preceding page, or units with hinged glass doors, Nos. 
6231 to 6233, on this page can be furnished with wire 
guards. Guards are made from heavy gauge steel 
wire, rustproof finish, and are hinged separately 
from glass. 











Open | With Hinged | Size brit Gensiruetion 
Type | Glass same as 
A6765 | A623 1 Nos. 6231, 6765 
A6766 | A6232 | Nos. 6232, 6766 
A6767_—s| 

| 


A6233 | Nos. 6233, 6767 









REFLECTOR 
SUPPORT 



















. DIAMETER TO CUT oe 
DIAMETER OF FLANGE 











om below openings. Construction same as fixtures 





Illustration is typical of Nos. 6231, 6232 which are 
furnished with flat glass. The large size (No. 6233) 
is equipped with dished Pyrex, heat-resisting, dif- 
fusing glass as shown in illustration at left. 


SCHEDULE OF FIXTURES 


Each unit is complete with ceiling flange, hinged 
frame with glass, reflector, socket and standard 


junction box. 








Diameter 


| | ak 
| No. | For lamp, | Height! To cut Of 
watts 
hole Flange 
6231] 75100, ) 83a era 
6232 150, 200 | 105" 9/4" 115" 


| 6233 | 300, 500 123," | 13/4" | 1556" 





GLASS: Nos. 6231, 6232 are made with flat opal glass, but 
can also be furnished with flat Pyrex heat-resisting diffusing 
glass. No. 6233 has a dished Pyrex, heat-resisting glass panel. 


FINISHES (Flange and Hinged Frame): Dul] Cadmium. Any 


other finish can be furnished. 


PLASTER RINGS: Plaster rings are extra and are not in- 


cluded unless specified. 
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ILLUMINATED DIRECTIONAL SIGNS 


Illuminated signs are furnished in three basic types as illustrated—single or double 
face—any lettering or design. Mouldings are brass or bronze—any plated finish. 


EDGE-LITE 9 EDGE-LITE WITH 3 WIDE OPAL 
METAL FRAME 


1 FRAMELESS 


GLASS 

















No. 6350 No. 6360 
Oe Xen A Di exelaY 
No. 6351 No. 6361 
1 exo a0 7” x 26” 
No. 6355 
5” x A es 
| No. 6356 
ie x 96” 


Sizes listed do not include moulding. Any other size can be furnished. When ordering, specify single or double 
face, or single face will be furnished. 


EDGE-LITE SIGNS LAMPS WIDE OPAL GLASS SIGNS 
This type utilizes clear plate Signs are equipped with disc sockets White or colored opal glass is 
glass with the letters sand- for lumiline lamps which are available used in this type. Standard 
blasted on the reverse side. clear, white or in various colors. panels have white raised let- 


Edge-lite signs are particularly attrac- 


Light from the lamps enters ters, black painted back- 
the glass through the edge im- Siang can Meleowbe hr neheamenn ground. A wide variety of 
parting to the letters a bright, sockets for standard screw base tubu- color combinations of glass 
greenish glow. lar lamps. and letters are available. 


tive with colored lamps. 


SIGN MOUNTING METHODS 


When ordering, specify type and size of sign by number, 
mounting method by letter as indicated below, and state 





whether single or double face. Type B 
: : End 
Signs are also available with pedestal, soffit, ledge or any other sae rete 
bee type of mounting that may be required 
Surface - f 
mounting. 











EAC ee ar ier SP ey to 
Zh 
() () 
WAS = 
——— 























Type D 
T C Inverted T E T F 
XPS. portable ype ype Type G 
Wall hanging arm with cord Ceiling stem Bracket Chain hangers 
and plug mounting ; 
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ILLUMINATED DIRECTIONAL SIGNS 





Illustration shows No. 6390 ‘7 2 via \ 
style 6360 wide a8 it 


opal glass sign 5”x14” 
with Type G Ap ORS ; 
mounting. See ; : ly 
preceding page. No. 6391 

ee Oe 











Tihistration suas Edge-lite signs with metal frame same as Nos. 6355, 6356 
style 6350 EDGE- on preceding page, except that the moulding is the square 
LITE sign with set back style. Made of aluminum. 


apse preening Regularly furnished in portable style illustrated, with cord 


T - page. and plug, and cast ends. Can be had with any other type 
DEPT. of mounting. 





EXIT SIGNS 
Flush or Surface Types. 








Hinged Front in ''Z"' shape outer 


frame. 
Fixed Front—attached with screws. 


Sandblast Glass Letter Panels— 
any lettering style—letters ruby 
or green—background white or 




















bronze. 
. Nos. 6476, 6478 
Nos. 6406, 6408 Metal Stencil Letter Panels—die Surface type, fixed front, sandblast 
Flush type, hinged front, sandblast ete sill Teas glass letter panels. 
Ww reen ; 
glass letter panels. ith ruby or green glass Nos. 6456, 6458 
Nos. 6426, 6428 Also furnished with wire guards or As above with hinged front as 
As above with fixed front as shown in other than listed sizes. shown on flush type at left. 


on surface type at right. 


FLUSH TYPE BOXES 


Trim in steel or brass, with steel boxes and sockets for two tubular lamps. 


Lettering | Hinged] Fixed | Height|_ Box Size _|__ Frame Size _ 
Panel Front Front Letters | Height | Width | Depth | Height | Width 
Sandblast || 6406 | 6426 6" Vaan Wen raga MR IR aca ry a 
Glass {| 6408 6428 8" Wolypie’ | eAre 31/5" ll%" | 18%" 
Stencil \| 6416 6436 Seg eo [5'/4" | 31/5" 9%" | 167," 
Plate {| 6418 6438 8' foe Wee 31/5" 117m” | 18%" 


SURFACE TYPE BOXES 


Steel or brass, with sockets for two tubular lamps. 





No. 6430 EE ara eal ee 

i | Letterin Hinged | Fixed Height |_ Overall Size Saw 

pysia Metal,Letiers | Daal > Front | Front Letters Height Width Depth | 

i tted against a _—————— - a= = — : : 
Letters are silhoue t ag lcandblest | 5456 6476 6 97/g 167, 31/, 
white or colored diffusing glass Eieid 6458 6478 3 117," 87," 31/, 
plate. Furnished for flush or sur- Stencil | 6466 6486 6 97/5" 167 30, 
face mounting. Brass or bronze | Plate f 6468 =| 488 8 11%, 187/, 3!/ 


trim. Any size—details on request. 
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LIBRARY BOOKSTACK FIXTURES 


See also HOLOPHANE CONTROLENS FIXTURES, pages 86 to 94; BRACKET ARM REFLECTORS, pages 30, 31; 
SHELVING REFLECTORS, page 39 


JUNCTION BOXES WITH MOUNTING FLANGE 













NO. 6554 
4 LIGHT FIXTURE 


REEDED BRONZE TUBING 





eer] ro” 


Section shows application 
of No. 6554 Fixtures, for 
lighting a series of book- 














stacks. 
TUBING AND JUNCTION L_ 
BOXES No. 6554 
; No. 6557 An attractive fixture of bronze with side 
e Ace b oes te ee panels of ribbed diffusing glass, end and bot- 
Seek Cenaatinrendede tom panels of opal glass. Also furnished with 
No. 6558 Holophane controlenses in side panels. 

i juncti b ith Has twin socket for lamps up to 100 watt. Complete 
poana ene an ies ‘The with two tap junction box for %” O. D. tubing. 
two nipples are tapped for No. DIMENSIONS: Width—9"; height without fittings—6!/"; 
6557 tubing and fitted with set standard length—I5!/."". Also furnished for full length of 
screws. bookstacks. 

FOR CEILING MOUNTING ee 
End views are ys actual size ‘ 
No. 6555. For Surface Mounting 


Same as No. 6554 except with bushed outlet instead of 
junction box. 


No. 6556. For Suspended Mounting 
No. 6555 Fitted with stem and canopy. No. 6556 


CONTINUOUS BOOKSTACK REFLECTORS 
BRACKET ARM MOUNTING 








Section is 7 
size 


Low ceiling 
application 
of bookstack 
reflector. 





No. 6536 


Stack reflector for surface mounting. Other- 


wise same as No. 6535 at left. 








| dais . — “ Ribbil 


No. 6535 





¥ 
g 


“ia ; : No. 6537 

Continuous reflectors with bracket arms bent as required |, _ | : No. 6538 

and flanges or flanged j tion boxes for attacl t 1 For suspended aisle 

and flanges or flanged Junction boxes for attachment and  ;nounting. Consistsof With’ ctonieatendl 
connections atop of stacks. two No. 6535 reflec- eanopies fosbeus 
Exterior is steel, any sprayed finish. Reflecting surface is GAR- tors joined by cross ekg Nadia, 
LITE. Sockets spaced 18” on centers for lamps up to 100 watt. arms to center stems P 

Baffle plates conceal lamps from view. and canopies. ing. 

DIMENSIONS: Width of reflector 6"; height 4!/"'; length as required. Length of stems and cross arms as required. 
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THEATER AND CHURCH LIGHTING 


See also Poster and picture lighting—with controlenses, pages 91 to 93, bracket arm reflectors, pages 30, 31. 
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No. 6222 


Section through part of ceil- 
ing fixture shown in photo at 
right. Fixture consists of 
curved opal glass panels with 
metal framing, suspension 
rods and wire channels with 
sockets. Can be made any 
width or length. 


STAGE LIGHTING 





| L Garrick Theater, Chicago, Illinois 


No. 6224 A. M. Strauss, Architect. 


Overhead CHURCH LIGHTING 
( Border 


Borderlight trough with hooks for 
chain support. Sprayed aluminum 
finish. For white or colored lamps 
up to 100 watt. Regularly fur- 
nished with sockets 4” O.C. wired 
for three circuits. 


No. 6225 


Footlight 
Trough 


Gar-lite reflecting surface, steel ex- 
terior, sprayed finish. For white or 
colored lamps up to 100 watt. Reg- 
ularly furnished with sockets Ae 
O.C. wired for three circuits. 
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Illumination of the sanctuary 
is best accomplished by trough 
reflectors concealed behind the 
chancel arch. 


Reflectors are also furnished with 
Holophane controlenses for use 
whenever definite light control is 
required, as when the altar is to be 
lighted to a high intensity, or to 
insure satisfactory illumination 
when, because of inaccessibilty of 
the arch, troughs are to be used at 
sides only. 


No. B6223. Open face reflector (Sec- 
tion B-B). 


No. A6223. With diffusing glass (Sec- 
tion A-A). 


No. C6223. With Holophane Contro- 
lenses (not shown). 


NAVE LIGHTING 


Garcy engineers will be glad to 
submit fixture suggestions for any 
nave lighting problem. Direc- 
tional lighting with Holophane con- 
trolenses or louvers, indirect light- 
ing, built-in, built-on or suspended 
fixtures—GARCY can furnish any 
type. Submit your problem. 
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RESTAURANTS — NIGHT CLUBS 


Coral Dining Room, 


Lawson Y.M.C.A., Chicago, Ill. 
Eugene B. White, Archt. 


Two sets of four-color 
circuits provide color 
lighting to suit any mood. 
This unusual fixture con- 
SiSts,01-— 

A. A plaster panel with metal 


framework, 10’0”x28’8”, sus- 
pended 9” below the ceiling. 








B. No. 6553. Spun aluminum 
reflectors 5’0” in diameter 
centered in the panel with 
sockets for 25 watt lamps 
closely spaced around the 
rims, in four color circuits. 


C. Cove reflector around the 
perimeter of the panel, with 
25 watt lamps in four color 
circuits, closely spaced. Suit- 
able cove reflectors are shown 
on pages 50, 51. 








Lighting is totally indirect 
with the lamps in the spun 
units controlled separately 
from those in the outer cove. 





At right—French Casino, Chicago, Ill. 


Eastman Decorators, Designers 


A gigantic ceiling fixture, 14 ft. in diameter, of satin 
finish aluminum with color-processed pictorial glass, 
houses a battery of color spots to illuminate the dance 
floor in changing color. The stage is outlined with 
plaster flutes illuminated by continuous reflectors 
(see inserted section), with lamps on 3 color circuits. 


Below—M & C Italian Restaurant, Chicago, Ill. 
A. Bacci, Architect 


Ceiling fixtures (A) are surface mounted triangular 
type (No. 6619, page 73). At the juncture of wall 
and ceiling are special semi-cylindrical fixtures (B) 
and mounted vertically on the fluted pilasters are 
units (C) which consist of metal fins with tubular 
lamps between. 
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COCKTAIL ROOMS — TAVERNS 


The installations on this page are examples of the distinctive at- 
mosphere and good lighting that can be achieved with GARCY 


Indirect troughs 
with lumiline 
lamps are set 
on a ledge over 
the bar. Indirect 
troughs of this 
type, see pages 
BO}, ile 


v, 
Flush recessed 
reflectors with 


louvers provide 
direct light over 
the main aisle. 


lighting equipment. 














3 


No. 6894 


Open troughs 
with lumiline 
lamps over the 
Venetian blinds 
brighten up the 
window areas. 


4 


Concealed 
troughs with 
lumiline lamps 
(see pages 50, 
51) light the lu- 


See pages 71 to minous curved 
73 for this line. flute in the ceil- 
ing. 





Bar and Cocktail Lounge, Great Northern Hotel, Chicago 


L. R. Solomon & Associates, Architects. 


Rubber Room, 
Portage Hotel, 
Akron, Ohio 


Kenneth C. Welch, Architect. 


Symbolic of the rub- 
ber industry, actual au- 
tomobile tires are 
utilized in the indirect 
fixtures lighting this 
room. When an out- 
of-the-ordinary type of 
fixture is required, 
GARCY can and does 
produce it. 


ee vee _ 
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HOME LIGHTING SUGGESTIONS 


1. FLUSH RECESSED LIGHT BOXES 


Flush-recessed light boxes are frequently 
used for local illumination of kitchen work 
spaces, china closets, niches, book shelves, 
dressing tables, mirrors, etc. For this type 
of illumination, the lumiline boxes, listed 
below, will give excellent service. For gen- 
eral lighting, the larger boxes for standard 
lamps, shown on page 65, are recommended. 





2. UNDER CABINET LIGHTING 


RECESS TYPE—For recess mounting in bot- 
tom of cabinets, GARCY furnishes the show 
case type units on page 8, equipped with 
toggle switch. 


SURFACE TYPE—F or surface mounting, 
GARCY furnishes No. 6682 fixture shown 
on page 43, arranged for glass to slide side- 
ways, or the utility reflectors on page 33. 
The latter are easily attached to any sur- 
face and have cord and plug for electrical 
attachment. Any of these units can be 
equipped with switch if desired. 


FLUSH-RECESSED LIGHT BOXES 
For Lumiline Lamps 


With flashed opal glass panels in hinged 
frames. Constructed like the larger flush- 
recessed boxes for standard lamps, shown 
on page 65. Can also be furnished with 
stationary frames. 














CURTAIN LIGHTING 


The translucent day-time 





























| | 
beau fe wind Ww ra t= Length of Length of |No. of Length of | 
ty 0 S d Pe No. | Frame Box Lamps| Lamps 
ies need not be lost when | 
| 
: | Bat i 
night falls. A flush-recess- Lab eOo dial 17 ds i? 
: ' : B6206 | 2054" 19" | 18" 
ed light box in the window "8 
; rae C6206 | 2654" 25" 2 }2* 
rame, Or one oO 1 
Ss : g | D6206 | 3854" az 2 1g" 
GARCY utility reflectors on 





33 will illuminate 
page vo : : FINISHES: Trim is brass, satin nickel plated. Also 


them to perfection. furnished in other finishes, or made of steel. 
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HOME LIGHTING SUGGESTIONS 


TWO WAYS TO 
LIGHT PICTURES 




















LUMINOUS CEILING PANEL 


A flush recessed ceiling box with 
Holophane controlenses provides 
concentration of light on the pic- 
ture wall at the same time illumin- 
ating the rest of the room. Re- 
cessed boxes are also furnished 
with opal glass. Controlens type, 
see pages 87 to 93, others see page 
65. 


INDIVIDUAL PICTURE LIGHTS 


Reflectors with bracket arms are 
most frequently used for lighting 
pictures. GARCY offers a complete 
line. See pages 30, 51. 


CEILING AND WALL FIXTURES 








6695 








L 


A 26” reflector spreads the light from the lamp con- 
cealed in the lower cone. This fixture is particularly 
effective above a dining room table. 

Has socket for 100 to 200 watt mirror bowl lamp. Can also be 
pear tts with mogul socket for 300 or 500 watt mirror bowl 
amp. 

















6674 
— a. a 


White satin finish metal, with an opal glass cylinder, 
for ceiling or wall mounting. 

Cylinder is 3”x9”. Back plate is 4”x10%”. For T10 tubular 
lamp. Also furnished with turn-button switch, if desired. 


No. 6663 


White satin finish metal, with 
half cylinder of opal glass. For 
wall mounting. 

Fixture is 5” wide, 11%” high. 
Takes T10 tubular lamp. 
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EXTERIOR ILLUMINATION 
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Read Drug & Chemical Company, Baltimore, Md. 
Smith & May, Architects 


A luminous facade, surmounted by silhouette metal letter signs on either 
side of this corner location cannot help but command attention. In this 
installation, opal glass, supported in decorative metal framing is indirectly 
illuminated to form the design and the luminous background for the sign. 














The section at right shows the construc- 
tion of the silhouette metal letter facade 
sign above. GARCY can furnish metal 








ry” 
letters, background trough and reflec- a TROVON AND 
tors for any type or size of sign. J— || FRAME SPRAY 
wi |) FINISHED, 
No. 1521 = ENO. 6015 
Alphabet design as illustrated. Made of sheet iF 
metal, any size. ea LaerectoR 
No. 6015 NO.6GO14 
No. 6571 Spray finish metal background trough. Made 
A pylon fixture of cast bronze any size required. 
with six panel f illuminated 
SIX panels oO lliuminate No. 6014 


glass. Height, as illustrated, is 
48”, Reflector to illuminate above. 
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ILLUMINATION 














Section 7 size 
No. 6642 


Troughing with diffusing glass side 
and bottom for application as shown 
in photo at right. Made any size, 
any length, any spacing of sockets. 














A Firestone Filling station, Chicago, Ill. 





LOUVER LIGHTS 


These flush-recessed 
louver lights are 
also recommended 
for lighting spaces 
under canopies. For 
descriptions and 
data, see pages 71 
COMMS. 


No. 6643 


Continuous reflector for cornice 
or beam attachment. Designed 
for lamps up to 75 watt. Regu- 
larly furnished with sockets 
spaced 12” on center, wired in 
two circuits, outside aluminum 
sprayed. Any other socket spac- 
ing, wiring or finish can be fur- 
nished. 


PORCEM 
REFLECTO 





Section 4 size 


No. 6643 








INDUSTRIAL ILLUMINATION 


There are many special prob- fi 
lems in industrial lighting 
which are best solved with 
GARCY reflector equipment. 
Here are two examples. 












































The suspended fixture shown 
at the left is particularly 
adapted to lighting composing 
room racks and tables and is 
an excellent solution to the 
problem of reflected glare 
from work and working sur- 
faces. ; 
At the right is a fixture de- [J 
signed to produce even il- ; 

lumination, without glare, 
shadows or reflections, on the 
dials of measuring machines. 








SS 


th 




















No. 6644 


No. 6645 


A reflector on an adjustable stand. The light is 


Made any size required. Utilizes mirror bowl lamps. 
Bottom of reflector is fitted with diffusing glass, with 
opaque portion of lamps projecting below glass. Made 
for any size lamps from 60 watt up. 


indirect, the rays from a 60 watt lamp being dif- 
fusely reflected before reaching the dial. When 
ordering, state dimensions of machine to be il- 
luminated. 
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OTHER GARCY LIGHTING EQUIPMENT 


SHOWN IN SECTIONS A and C, CATALOG 36 


REFLECTORS 


AND 


LIGHTING EQUIPMENT 


FOR 


STORES — BANKS — OFFICES 


DISPLAY CASE REFLECTORS 


Write for SECTION A 


SHOW WINDOW REFLECTORS 


FITTING MIRROR LIGHTING 


SHELVING, TABLE OR WALL DISPLAY 


LIGHTING 


BANK AND COUNTER SCREEN LIGHTING 


REFLECTORS FOR WORK TABLES, DESKS, 
FILING CABINETS, PICTURES, ETC. 


HOLOPHANE 
CONTROLENS 
LIGHTING 


Write for SECTION C 


LUMINAIRES 


CONTINUOUS FIXTURES 
CONTINUOUS TROUGHS 


Holophane Controlens equipment for gen- 
eral lighting and for specific applications 
such as picture galleries, rug racks, black- 


boards, hospital surgeries, etc. 


Also 


X-RAY VIEWING BOXES and 


NIGHT LIGHTS 


NUMERICAL INDEX 


SECTION B, CATALOG 36 

















No. Page 




















No. Page No Page No Page No. Page No. Page 
1521 82 6284 66 6426 75 6549 59 6642 to 6697 53 
6014 82 6289 50 6428 75 6550 59 6645 83 6698 53 
6015 82 6290 50 6430 75 6551 56 6647 to 6765 to 
6200 65 6291 5 | 6436 75 6552 62 6649 68 6767 725% 
6206 80 6296 50 6438 75 6553 78 6651 68 6768 to 
6210 65 6297 50 6456 75 6554 to 6652 68 6773 72 
6222 to 6298 5 | 6458 75 6558 76 6655 to 6814 to 
6225 77 6300 64 6466 75 6560 52 6657 62 6819 53 
6226 64 6302 to 6468 75 6562 56 6662 69 6894 79 
6231 to 6305 64 6476 75 ee os 6663 8| ee 
6233 73 6350 74 6478 75 6566 56 6667 69 GS 61, 74 
6234 67 6351 74 6486 75 6571 39 6668 63 H to 
6236 67 6355 74 6488 75 6669 63 HB 6 
6237 7| 6356 74 4503 to 6572 66 6674 8 HE to 
6238 7 6360 74 6507 54 6573 66 6684 to ale 6! 
6239 67 6361 74 6519 63 6575 to 6687 70 HL to 
6242 67 6390 75 6520 63 6579 67 6689 to HN 6! 
6246 67 639 75 6521 to 6584 to 6692 69 HP 61 
6253 63 6406 75 ae K 6587 60 6693 53 HO 6 | 
6267 66 6408 75 4530 43 6602 55 6694 53 HU 6! 
6281 5 | 6416 75 6535 to | 6617 68 6695 8I HV 6 
6282 5| 6418 75 6538 76 6619 68 | 6696 62 J é| 
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CATALOG 36 SECTION C 




















LUMINAIRES 
CONTINUOUS FIXTURES 
CONTINUOUS TROUGHS 


For General Lighting and for Specific Lighting 
Applications such as Picture Galleries, Rug Displays, 
Blackboards, Hospital Surgeries, etc. 


AES@) 
X-RAY VIEWING BOXES AND NIGHT LIGHTS 


Numerical Index, See page 96 


Specialized Store, Bank and Office Lighting, see Section A. 
Modern Architectural Lighting, see Section B. 
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REFLECTORS 
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GENERAL INFORMATION 
HOLOPHANE CONTROLENS EQUIPMENT 


LIGHT 
DISTRIBUTIONS 


Lens equipment is de- 
signed to control light-— 
to give the exact light 
distribution required for 
each installation. Light 
may be _ concentrated 
over a limited area or 
spread widely, projected 
at right angles to the 
face of the lens or offset 
to one side. The illustra- 
tion at right shows some 
of the possible beam dis- 
tributions. 


HIGHER INTENSITIES 


Definite control of light 
results in much higher 
intensities for the same 
wattage than can be 
obtained from other 
fixtures. 


HOLOPHANE 
CONTROLENSES 











Typical light distributions with Contro- 
lens equipment. 














Holophane controlenses are avail- 
able in various types and sizes. The 
sizes generally used are 6%”, 84%” 
and 12” square. GARCY engineers 
will gladly recommend the proper 
size and type for any lighting 
project. 


EACH INSTALLATION 
INDIVIDUALLY 
ENGINEERED 


Proper spreads, offsets 
and intensities for any 
particular installation 
are assured only by cor- 
rect selection and setting 
of lamps, reflectors and 
controlenses. Each in- 
stallation, therefore, re- 
quires its own particular 
relationship of these 
parts, and must be engi- 
neered individually to 
obtain the desired results. 


Orders and inquiries should 
be accompanied by complete 
information as to layout of 
space to be illuminated, pro- 
posed location of fixtures and 
effects desired. If standard 
fixtures are not practical, 
GARCY designers will be 
glad to submit special designs 
for consideration. 


REFLECTORS 


Shallow fixtures (with lamps parallel with lenses) are generally equip- 
ped with continuous reflecting surface; deep fixtures (with lamps 
perpendicular to lenses) are generally equipped with individual reflec- 
tors for each lamp. The latter type is more efficient and is recom- 
mended except where space limitations do not permit its use. See 
illustrations on next page. 


LAMPS 


Fixtures are furnished with one socket for each liens, arranged so 
that lamps of a definite size will be correctly focused to give the beam 
distribution required. Substitution of a lamp size other than the one 
for which fixture is designed will result in changing the focus and, 
consequently the light distribution from that intended. However, the 
following substitutions may be made with none, or only a slight, 
change in light distribution. 


Substitution 
Type A or PS lamps 
*25 -insteadrots OO.AWatt] eee eee None 


*40 insteadion 975 watte eee = ey Slight 
*60ntnsteadeots TOOK Watts see een ete ee tee ee ene es Slight 


Distributional Change 


*100 instead of 150 watt..................- Sie the ane None 
4 5O*insteads or. 200 "Waits. noe eee eee Slight 
300sinstead-of 500k wath coe ee ee eee None 
500 instead of 300 watt.... ; ee: None 


*Use with 7" socket extension 
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HOLOPHANE CONTROLENS LUMINAIRES 


FLUSH-RECESSED, EXPOSED AND SEMI-EXPOSED TYPES 
FIXTURES ILLUSTRATED ON NEXT PAGE 














—— eee I 








No. 6830 No. 6829 
Any type can be vt 
EXPOSED TYPE — OPAL GLASS SIDES furnished with 
Also shows hinged frame, lamps_hori- lamps vertical or SARC Adem TET SSS 
zontal, individual reflectors, horizontal horizontal, with Also shows hinged frame, lamps hori- 
mctaitan: one or more lens- zontal, continuous type reflector. 


es in square or 
rectangular ar- 
rangements. Ex- 
posed types can 
be had with large 
ceiling moulding 
as on No. 6829, 
or small moulding 
as on Nos. 6830, 
6831 with or with- 
out metal fin dec- 
oration. 


























No. 6831 No. 6832 
SEMI-EXPOSED TYPE FLUSH-RECESS TYPE 


Metal box above ceiling, opal glass sides below ceil- 





ing. Also shows fixed bottom, lamps vertical, Alzak- Also shows removable bottom, lamps vertical, Holo- 
processed individual reflectors. phane, prismatic glass, individual reflectors. 

WIRE GUARDS TO SPECIFY:— 
To protect controlenses and as emt Made ot 6!/," x 6!/."" CONTROLENSES, place A before number. 
beavrepaugeistcel wire, rust proot Anish. 8\/." x 8," CONTROLENSES, place B before number. 


12" x 12" CONTROLENSES, place C before number. 
HINGED DOORS, as shown on Nos. 6829, 6830, place H be- 


fore number. 


FIXED BOTTOM, as shown on No. 6831, (lenses can be slid 
over each other or removed through diagonal of opening), 
place F before number. 


REMOVABLE BOTTOM, as shown on No. 6832, place R be- 


fore number. 











REFLECTORS 


Various types of reflectors, as shown above, are 
available. GARCY will recommend and furnish the 
type most suitable for each particular application. 
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No. 6828 


Guards can be furnished with any luminaire. Guards 
are hinged to permit easy access to glass. 


HOLOPHANE CONTROLENS LUMINAIRES 


SEE TYPICAL SECTIONS OF THESE FIXTURES ON PRECEDING PAGE 


All fixtures must be engineered to obtain correct setting of lamps, reflectors and lenses and in- 
sure proper light distribution. Let GARCY engineers work out your lighting problem. 











No. 6832 














FLUSH-RECESSED FIXTURE 
Illustration shows fixture with three lenses. L 
No. 6831 
When specifying fixtures, please indicate: SEMI-EXPOSED FIXTURE—OPAL GLASS SIDES 


Illustration shows fixture with one lens. 
1. Catalog number. 


2. Number, size and arrangement of 
controlenses. 





3. Type of bottom—hinged, fixed, or No. 6830 
removable. EXPOSED FIXTURE 
OPAL GLASS 
4, Shallow type (lamps horizontal) or SIDES 


deep type (lamps vertical). Furnished with or 


aay . : without horizontal 

5. Large or small ceiling moulding, if Rima lacteation 

exposed types. shows a four-lens, 
square fixture. 


No. 6829 


As above with metai 
sides, and without 
horizontal fin. 


6. With or without decorative fins, if 
exposed types. 











FIXTURE SIZES 


Actual sizes of fixtures are developed 
only after lamp size, light distribution, 
etc, have been determined from a study 
of the particular lighting project. GAR- 
CY engineers will work out your lighting’ 








problem without charge or obligation. 
No. 6834 
SPECIFICATIONS Iexposed or semi-ex- 
; posed fixtures, same 

EXTERIOR: Exposed metal is brass, statuary as above, except with 
bronze plated. Also available in steel, alumi- vertical fins. Verti- 
num, nickel silver or other metals, any spray or eal fins ean be fur- 
plated finish. nished with any lum- 
RECESS BOX: Made of heavy gauge steel, inaire design. 
sprayed finish. 
het Senta PANELS: Made of opal glass. Can 





be shed of Silverite or any other glass. 
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HOLOPHANE CONTROLENS LUMINAIRES 


Designs on this page are sim- 
ilar in purpose and general 
construction to the fixtures on 
the preceding page. Orders 
and inquiries should give all 
information as listed for fix- 
tures on preceding page. 


Border and auxiliary panels, 
surrounding the controlenses 
in the bottom face of the fix- 
tures on this page are diffus- 
ing glass (flashed opal, unless 
otherwise specified). 


Fixtures can be furnished 
with any number or arrange- 
ment of controlenses in flush- 
recess, semi-exposed or ex- 
posed types. 


When specifying fixtures, please 
indicate: 


1. Catalog number. 


2. Number, size and arrangement 
of controlenses. 


3. Flush-recessed, exposed or 
semi-exposed. 


4. Type of bottom—hinged, fixed 


or removable. 


5. Shallow type (lamps horizontal] 
or deep type (lamps vertical). 


6. Large or small ceiling moulding 
if exposed types. 


Data on above, see 
preceding pages. 












































No. 6840 
EXPOSED FIXTURE 







No. 6842 No. 6841 
FLUSH-RECESSED FIXTURE SEMI-EXPOSED FIXTURE 








No. 6838 











No. 6836 No. 6837 No. 6835 
GARnOY. 3) EE 
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HOLOPHANE CONTROLENS LUMINAIRES 


APPLIED AND SUSPENDED TYPES 


Fixtures on this page, like those on the preceding pages, can be furnished: 

1. With any number of 6!/.", 8!/." or 12" controlenses in various arrangements. 
2. With bottom hinged, fixed or removable. 

3. With lamps horizontal or vertical. 








No. 6845 


Holophane controlenses in 
bottom, sloped opal glass 
sides. 








No. 6847 


Fixture with metal sides. Holophane controlenses in bottom 
for control of direct light. Spill light, through concealed open- 
ings, illuminates sides of fixture and ceiling. 

















No. 6846 


Suspended fixture with Holo- 
phane controlenses and opal 
glass sides with vertical fins 
and stem hangers. 














Any exposed type luminaire can be No. 6848 

furnished for ceiling suspension. 

Various styles of hangers are  Holophane controlenses in bottom, tubular lamps concealed 

shown on page 61 in apron illuminate fixture and ceiling. 
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LIGHTING VERTICAL SURFACES 


CONTINUOUS FIXTURES WITH HOLOPHANE CONTROLENSES 


These fixtures provide diffused general illumination as well as controlled light for wall displays. 





No. 6890 


A decorative ex posed fixture 
with lenses on the wall side and 
round diffusing glass with cast 
aluminum fins on the room side. 
As illustrated, fixture is 1534” wide, 
9%” high, 5’6” long with 8 contro- 
lenses in hinged doors. Other sizes 
can be furnished. 











No. 6890 





No. 6892 


This type of fixture in 
continuous lengths is 
particularly effective for 
illuminating displays on 
both walls of a narrow 
gallery. Controlenses on No. 6890 fixture installed in a thea- 
either side illuminate the ter lobby. 

displays, diffusing glass Pa be Soy Oo eH IDE ey 
bottom provides general 

No. 6892 illumination. 

















SPACING OF LENSES 


Continuous type fixtures can be had with lenses spaced as close or far apart as desired. Several 
suggestions are illustrated. 














= ; : oy. aa ‘lass panels between 
i: 4} spacing with met- Diffusing glass panels 
Lenses butted, Close id ap el ON Me Me cel elanie Shite width lenses, 4%” metal divisions between 
no divisions. %2” metal divisions. required ; lenses and glass panels. 
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LIGHTING VERTICAL SURFACES 


CONTINUOUS TROUGHS WITH HOLOPHANE CONTROLENSES 


Because of its flexible beam 
characteristics, Holophane 
controlens equipment offers 
decided advantages for verti- 
cal surface lighting. How- 
ever, troughs with open face, 
with louvers or with diffusing 
glass are also used. 


Any controlens trough can 
also be furnished open face, 
louvered, or with diffusing 
glass—likewise any louvered 
or diffusing glass reflector can 
also be furnished with contro- 
lenses. Typical louver and dif- 
fusing glass troughs, see 
pages 22, 23, 35. 


SPECULAR SURFACES 


To avoid annoying reflections, 
sheen, haze, and glare on sur- 
faces such as_ blackboards, 
pictures or glass covered ex- 
hibits, it is necessary to locate 
the light source fairly close 
to the wall. With most equip- 
ment, such placement results 
in a considerable shading of 
brightness from the top to the 
bottom of the illuminated sur- 
face. Holophane controlenses, 
however, produce even, full- 
height lighting. 


ENGINEERING SERVICE 


When requesting proposals or rec- 
ommendations, indicate preference 
as to style of fixture and structural 
features as listed on pages 86, 87. 
Also give all available details in- 
cluding dimensions and character 
of space to be illuminated. 


GAR DEIN] -Cl TWoP EATIIN G 


92 





Good picture lighting with 
No. 6896 suspended trough. 





No. 6895 


Plain front, shown 
surface mounted. 


Either of these troughs 
can be furnished for 
surface mounting or 
with stem or chain 
hangers for ceiling sus- 


No. 6896 


Moulding front, 
shown suspended. 


BLACKBOARD ILLUMINATION 

















GARGCY 


REFLECTOR &* MFG. CO., CHICAGO 
DIVISION 


The two-lens fixture in the 
sketch at left is the No. 6829 
exposed type on page 58 with 
sockets set to give correct dis- 
tribution of light to illumin- 
ate the blackboard evenly 
without haze or glare. 


Any of the troughs on this or the 
next page or fixtures on pages 87 
and 88 can be furnished for black- 
board illumination. 


LIGHTING VERTICAL SURFACES 


CONTINUOUS TROUGHS WITH HOLOPHANE CONTROLENSES 





No. 6899 
F lush-recessed trough for offset 
ceiling. 
At left— 


French Institute in the U. S., 
New York City 


Hood & Fouilhoux, Architects 
Troughs similar to No. 
6899 in an offset ceiling 
light this gallery. 








No. 6898 No. 6897 


Flush-recessed trough. Partly recessed trough. 





Illustration shows appearance on ceiling 
of No. 6897 partly recessed trough. 


Controlenses offer the most effective 
means of efficiently and accurately di- 
recting light to vertical surfaces 
without glare or reflections. To in- 
sure perfect results, trough design is 
modified for each individual installa- 
tion, with controlenses, lamps and re- 
flectors in correct setting to produce 
the intensity, direction and spread of 
beam required for the particular 





























installation. 

Sectional view of Te cies 

rug rack with fill | : eal cabait : 

No. 6898 trough. A a GARCY engineers ee oy. es sagem Sectional view of stock 
| —__.- 4 plete layout if drawings showing plan and quotation board with 
ee elevation are submitted. No. 6897 trough. 
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HOLOPHANE CONTROLENS LIGHTING 


FOR HOSPITAL SURGERIES, DENTAL CHAIRS, ETC. 














ee ee ©~Holophane Controlens surgical illumination provides a 
ee | I | —~ number of converging light beams from lens sources 
ere i ues grouped around the operating site, to produce a high in- 
cea eC, ts tensity spot on the operating area; at the same time, pro- 


viding an adequate amount of diffused light throughout 
the room. The light is glareless and comfortable, without 
shadows or heat. The light sources are well outside the 
zone of explosion hazard and the system is not subject 
to the danger of lamp failure as with one-lamp devices. 
Any fixture type illustrated is furnished in one-lens or 
multiple lens units. 

















= 





Sectional view of Plan C, shown below, illus- 
trates how individual beams from the con- 
trolenses converge upon the operating table. 





CONTROLENS SYSTEMS 


Systems can be arranged with any number 
of lenses. Various mounting heights and 
fixed focus construction make it necessary 
that each installation be individually engi- ponies Lh CE _ ; 
neered. Plans showing all room dimensions No. 6911 
: No. 6910 oO. 
should be submitted for correct layout. 

















Exposed type, diffusing glass in sides for ceiling illumination. 


KEY TO PLA 
A NS 








C5--s= 


cart 
ee One-lens unit. Use 
L> type Nos. 6911, 6913, 


or 6915. 
Plan A 
3 lens dental system. 





2 
& One-lens unit. Use 
9 ) type Nos. 6910, 6912 
eee. or 6914, = al | 
ER Ava No. 6912 No. 6913 


wat - es, iG) 3 Exposed type, metal sides. 


2 2 Three-lens unit. Use 
> d type Nos. 6910, 6912 
r 6914. 
Plan B > 


9 lens surgical system. 


























4 


Four-lens unit. Use 
type Nos. 6911, 6913 


Ceo or 6915. 


| ce 5 

















Plan C Four-lens unit. Use No. 6914 No. 6915 
bend type Nos. 6910, 6912 
18 lens surgical system. or 6914. Recessed type. 
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HOSPITAL LIGHTING 


EXAMINING AND 
OPERATING ROOM 
LIGHTING 


WITH HOLOPHANE 
CONTROLENSES 


No. 6916 





Fixture consists of three hexagonal 
controlens boxes suspended from a 
ceiling plate. Each box is swivel 
mounted to permit focusing of all 
three beams on one spot or spreading 
them over a larger area as required. 
Recommended for examinations and 
minor surgeries. 


Bottom of each box is hinged, for lamp 
access. Can be furnished with pull- 
cord switch to control all boxes or in- 
dividual switch on each box if desired. 


No. 6917 


Individual, swivel- 
mounted, suspended, 
hexagonal box with 
controlens. This unit 
may be used to form 
the systems described 
on the preceding 
page. 





Direction of each light beam is easily 
adjusted after installation, avoiding 
the necessity for separately engineered 
socket settings for each lens, and pro- 
viding a flexible system that is easily 
changed when required. 
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PLATING REFLECTOR & 


X-RAY FILM VIEWING PANELS 


Opal glass panels for 14”x17” film in a hinged frame, with 
a finishing flange for flush-recessed mounting, and a metal 
recess box equipped with diffuse reflector and four sockets 


for tubular lamps. 




















No. 6919 


Has spring clips on sides to 
hold film to glass. If preferred, 
clips can be furnished at top. 
Recess box is 164” wide, 194%” 
high, 4” deep. Front is 17%” 
wide, 2034” high. Standard fin- 
ish of front is nickel plated. 




















No. 6918 = 


Has spring clips for dry films— 
hooks, guard rail and drip pan 
for wet films—and explosion 
proof switch. Recess box is 16%” 
wide, 22-1/16” high, 4” deep. 
Erontecisee 1 946 scwide meas (au 
high. Standard finish of front 
is polished chromium. 


These items can also be furnished for other film sizes or with two or 
more panels for simultaneous handling of several films. 


NIGHT LIGHTS 














No. 6920 


Controlens in hinged frame directs the 
light across the floor. Socket has focus- 
ing adjustment to give correct distribu- 
tion at various mounting heights. 


Recess box is 8%” square, 3%” 
. = ” 

aluminum sprayed Front is 10” square, 

made of steel, cadmium plated. Any other 


metal or finish can be furnished. 


GARCY 


DIVISION 


MFG. 





No. 6921 


Removable louvered 
front conceals lamp 
and directs light to- 
ward floor. 


Recess box is 434” 
square, 24%” deep. Has 
chromium reflecting 
surface. Front is 6” 


deep, square, made of steel 


finished white enamel 
baked on. Any other 
finish can be furnished. 
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OTHER GARCY LIGHTING EQUIPMENT 


SHOWN IN SECTIONS A and B, CATALOG 36 


REFLECTORS 


AND 


LIGHTING 
EQUIPMENT 


FOR 


STORES 
BANKS 


@EFIGES 
Write for SECTION A 


DISPLAY CASE REFLECTORS 


SHOW WINDOW REFLECTORS 


FITTING MIRROR LIGHTING 


SHELVING, TABLE or WALL DISPLAY 
LIGHTING 





MODERN 
ARCHITECTURAL 
LIGHTING 


Write for SECTION B 


Lighting equipment that harmonizes with 
modern architecture, combining effective 
lighting with wide applicability and eco- 


nomical installation. 


COVE and SUSPENDED INDIRECT 
TROUGHS 


APPLIED, RECESSED and 
SUSPENDED FIXTURES 


LUMILINE LAMP FIXTURES 
CONTINUOUS LIGHTING 


























BANK AND COUNTER SCREEN LIGHTING ELEMENTS 
REFLECTORS FOR WORK TABLES, DESKS, DIRECTIONAL SIGNS AND EXIT 
FILING CABINETS, PICTURES, ETC. BOXES 
NUMERICAL INDEX 
SECTION C, CATALOG 36 
No Page No Page No Page No Page | No. Page | No. Page 
6828 87 6836 89 6845 0 6896 92 6913 94 6920 95 
6829 87, 88 6837 89 6846 90 6897 93 6914 94 6921 95 
6830 87, 88 6838 89 6847 90 6898 93 6915 yay \ ay 94 
6831 87, 88 6839 89 6848 90 6899 93 6916 95 B 94 
6832 87,88 | 6840 89 6890 6910 94 6917 95 C 94 
6834 es | 684 89 6892 9 6911 94 6918 95 
6835 89 | 6842 89 6895 92 6912 94 6919 95 
GARCY 
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Foscecususserestsrerr ered ite bast eres titel eri iereer iT eLeeerh Listen 


SEPTEMBER, 1936 


PRICE LIS 


CATALOG 36 


This price list supersedes all previous listings and quotations 


Please attach to Catalog 36 


YOUR DISCOUNT 








Prices subject to change without notice 


GARDEN City PLATING & MFG. Co. 


1430 South Talman Avenue vy v. CHICAGO, ILL., U.S.A. 





Branch office and warehouse, 133 Wooster St., New York, N.Y. 


Other branches or representatives in principal cities 





SSeS ———e 
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LAMPS 
Prices of equipment do not include lamps. Any 
size lamps can be furnished at lamp manufacturer's 
regular list prices. 


FINISHES 
Items priced in a specific spray finish can be fur- 
nished in any other spray finish at the same price. 
Unless otherwise stated, items priced in a specific 
plated finish can be furnished in any other standard 
plated finish except chromium, at same price. Chro- 
mium plated, if not specifically priced, at special price. 


GLASS 
Glass is not sold except as a part of GARCY light- 
ing equipment. 
TERMS 
All prices are F. O. B.,Chicago, and are subject to 
change without notice. 
PAYMENT 


Two per cent is allowed if invoice is paid within 
ten days from date of shipment. Invoices are due 
and payable in full thirty days from date of shipment. 


AGREEMENTS 


All contracts or agreements are contingent upon 
strikes, accidents and other delays, unavoidable or 
beyond our control. All orders, contracts or agree- 
ments are subject to the approval of the Chicago 
office. Clerical errors are subject to correction. 


REFERENCES 


If you are ordering for the first time on open 
account and your name does not appear in the com- 
mercial rating books, give us the names of business 
houses with whom you have dealt (preferably Chi- 
cago references) or the name of your bank. 


CLAIMS 


Claims for damage to merchandise or loss in transit 
should be taken up with the transportation company. 

Shipments should not be accepted, if damaged. If, 
upon unpacking, concealed damage is found, notify 
Transportation Co. to inspect immediately. 

If goods received are not as ordered, notify us at 
once. Prompt adjustment will be made. 

No merchandise is to be returned without our 
permission. 

No order can be cancelled without our written 
consent. 








PAGES 4, 5 
CONTINUOUS SHOWCASE REFLECTORS 


Prices are for complete reflectors wired ready to install, Includes elbow for 3g” rigid tubing at right end looking 
into face. of reflector (other types of electrical connections described on page 4 same price). Prices do not 
include lamps or special mounting brackets (See page 6) or fittings between reflector and switch (See page 7) 


MADE OF STEEL, STATUARY BRONZE PLATED 
For Lots of 50 ft. or more, Deduct 5% 


OCKOES oh eee senitaemes AST SCERLCES-: svsccssatsarrecetes Sockets 15” Centers Ji..isucc Sockets 12” Centers .......... 
When ordering, place........ Ne) betore: Ny \cghernearpinas been OW before GNG. scsciacl cccethececengtanes “y". before NO. :a/.ce 
Prices Per Foot Prices Per Foot Prices Per Foot 
Lengths No. No. No. No. No. No. No. No. 
3301 3196 3199 3301 3196 3301 3196 3199 
12.it. to) 6 itn 2.50 2.60 2.90 2.66 2.76 2.90 3.00 3.30 
(144” to 72”) 
6: ftto 4 FEE... 2.66 2.76 3.06 2.82 2.92 3.06 3.16 3.46 
(71” to 48”) 
A Sto 53 Ttratten 2.80 2.90 3.20 2.96 3.06 3.20 3.30 3.60 
(47” to 36”) 
S:ft.ite 22430. 3.00 3.10 3.40 3.16 3.26 3.40 3.50 3.80 


(35” to 24”) 


No. 3302 MADE OF BRASS ONLY. SAME PRICE AS No. 3196, MADE OF BRASS 


Reflectors with sockets 24” centers and reflectors with Twin Socket can be had 


OTHER FINISHES 
Made of steel, sprayed finish, deduct............ .30 per ft. 
No. 3198 same price as No. 3196 


MADE OF BRASS OR BRONZE 


Nos. 3301, 3302, 3196, 3198 No. 3199 
Statuary Bronze or Nickel Plated, add... BOLD er Le Ge. .cscestanev des suendliesies) oie Ging tele ae eva 50 per ft 
Chrome’ Plated; Satin) Finish, add cciccccssacscstecaaete sects AE DEMS TES iris ec heccah veoh tested ednattvin oko 70 per ft 
Chrome Plated, Polish Finish, add... eeeeeeseees 80 (DOP fii nt nes hn een oes aide. ee 80 per ft. 


NUMBER OF SOCKETS FURNISHED IN REFLECTORS 


18” centers|15” centers |12” centers 






Reflectors No. of No. of No. of 
Sockets Sockets Sockets 
12 ft. long 8 10 12 
Less than 12’ to 11’ 7 9 12 
“ a Il .t6319' 7 8 10 
63 fs 10’ to 9’ 6 8 
to 6 7 
to 5 6 











18” centers|15” centers} 12” centers 


Reflectors No. of No. of °. 

Sockets Sockets Sockets 
Less than 7’ to 6’ 5 7 
” ” , to 5’ 6 
5 
4 
3 


———_———————eeeeeaaeE=Co~eo——E===—=—=zxa=a_m»aa="="="=""=E=__—=_es==_=_=_E_—— 


CURVED REFLECTORS 
Minimum Price 
Any curve less then 3’ long charged as 3’ 


Curved portions only, Add to above prices, ....per ft. 








MITERED CORNERS 
(Description on Page 2) 


Plan M€. Any angle, each miter joint... $3.00 




















iio 319608100, SSO sos ct ciadionas aes, 4.00 Plan MS. Furnished only when specified or deemed 
IN AY BOOM Ste sickest rele eine iad Mac tahcee Rui then tiene 6.00 necessary. 
24 curves or more at same radius, at special low prices 
PAGE 6 For 50, Less, 
MOUNTING BRACKETS each each 
BEGUME SCLEWy SELapr DraCet eFOTm WOOT, FEAIIE | COSC seni bctrothsn ssennboasustscacapcabereseicesnictencvtncerscoobscoscbenctvsisiensbsstes 14 16 
PERO <M oie tint StL ape FOr Vor Ons EiaNINe CAS. Tee Soc cass a co cavscncste pec aasesaatsSuosescosndeapuvtines svesnsesdsbsspsaspecovaees 04 
e168 - Snap-in? mounting» Dracket” for PwoOd : frat) CAse.ciccsicees-vcesschvssacesncncscevossvodbyosuboanedseccsevsvonvasorssosnve 12 15 
BIGE SROlt plates and: nue mieten ting fOr WOK: SEAMS 2CA SEG oaks cacrescsoide sobensicho=sh vssninehsonoeevaccledaccesoeusceoens iy ¥. 15 
St70(> SnAp-in - mounting) brackel -foreall )Plass (Case vis. creqkieerescanchsnnscecntsivearcdecsesesvovcvestcssoendsvneeiensonseaceasens 12 15 
CONNECTORS AND FITTINGS 
03020° Elbow connector, 34" © tubing to. te” flex. | CONCUIE. « fisogstensearcescbeccecosssessctscccensovinudevscuseadsscsece snes 30 & h 
GEO IDO W CONDECCOF,) Se LETIE BOLLE s CPL Siacstannit sue sas ancien he esdatcaden-savesdarcustanossddodasesdvagyredcarcvecsveseoses 30 35 
Tee ee red CC CONMCETOT, Se. > UDI lly LO UE cty cai ckt tanec avcaas casa coy oudvavsetcssuicecsan noseeosoninndsdeseverensosarsvcencasesene .40 .50 
B3141_ Elbow connector, %” tubing or 5” flex. conduit both ends on. .ssssesessesesnsesseseeneseseeenees 15 .20 
BSiAl~ Straight, connector) 36" tt binme: tom ya LORS COMUNE caxescspescscvcucsdenessaceancs ceibarsnedosanctbicescscvnnsestans .20 .24 
H3147 Collar support for down tube .08 10 
K3147 Spring clip for rigid conduit.......eecesseeseseseeeeeeseeees te 05 
BO PM MTC SD (OPN A CHAI LOB COMIG TES Sot tate cove eee odt ccc oh voice ca fiouh sui soysvestus obsvoss list certallavnsn covboseosscposlveretessoabsersete £05 
PAGE 7 
WIRING PLANS 
BIAWa SS ute omend AR BR CR Cs 
Complete, each... 1.50 2.20 5.00 6.00 
PAGE 8 
ONE-LITE REFLECTORS 
Price for lots of 6. Less than 6, add 10% 
MADE OF STEEL MADE OF BRASS 
No, Sprayed Finish, each Plated Finish, each Plated Finish, each 
3001 1.80 2.00 2.20 
3147 1.80 2.00 2.20 
3304 1.80 2.00 2.20 
Above, wired 2.30 2.50 2.70 


Furnished statuary bronze finish 


unless otherwise ordered 





METAL and FINISH 


Assembly Nos, 


Length 
of case 
Zit 
3 ft. 
4 ft. 


5 ft. 
6 ft. 
FO: ££. 
7 ft. 
8 ft. 
8 ft. 
9 ft. 
10 ft. 
10 ft. 
11 ft. 
if it 
12 ft. 
12 ft. 
12 ft 


PAGE 9 
COMPLETELY WIRED ASSEMBLIES 


Unless otherwise ordered, show case assemblies will be shipped with reflectors made of steel, statuary bronze 
plated; wall case assemblies with reflectors made of steel, sprayed finish, 


Sonate bowie 2.50 2.30 


Longer cases, add 


PCT ft. ....orcrcceaserees 


WALL CASE 


SHOW CASE ASSEMBLIES 
UARY ASSEMBLIES, STEEL, 
STEONZE PLATED BRASS, PLATED FINISH SPRAYED FINISH 
$¢3001 $C3001 WC300i 
S$C3i47 $3304 $3147 $C3304 We3147 W63304 
P P Per Per 
poet “ee te eer sheng set set 
1 6.60 6.30 6.80 6.50 3.80 3.10 
1 6.85 6.55 7.05 6.75 4.00 3.30 
2 9.60 9.10 10.00 9.50 6 = 5.50 
9.85 9.35 10.25 9.75 6.70 5.70 
; 10.10 9.60 10.50 10.00 6.90 5.90 
3 12.60 11.90 13.20 12.50 9.20 U * 
ee en ad Ss Bin ee LOU NSS [9 oe Fe Ba os Aa ee ; 
12.85 12.15 13.45 12.75 9.40 
; 13.10 12.40 13.70 13.00 9.60 . 4 
4 15.60 14.70 16.40 15.50 3 a a - 
15.85 14.95 16.65 15.75 , 
16.10 15.20 16.90 16.00 12.30 _ dt 
5 18.60 17.50 19.60 18.50 ia Aa 
16.35 15.45 1715 16.25 ; 
3 18.85 17.75 19.85 18.75 14.80 +i 10 
4 16.60 15.70 17.40 16.50 aaa me 
: 20.10 19.00 3 
- a4 ay na 22.80 21.50 17.30 15.10 
2.70 2.50 2.30 2.00 


20 29 


BR ES ale Se et ee tenl plated brassoencciel peices 


ther plated finishes on steel, or chromium plated bra 


ses OC Ee a 
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ONE-LITE AND TWO-LITES 
Priced in Lots of 6. For less than 6, add 10% 


Price for Unwired Reflector 








Steel, Brass, 
Steel, Statuary Statuary 
Length of Sprayed Bronze Bronze 
No. Reflector Finish Plated Plated 
3037 18” 4.00 4.50 4.80 
3046 18” 4.00 4.50 4.80 
3049 18” 4.00 4.50 4.80 
6125 g” 2.80 4.00 4.70 
6126 18” 3.70 5.00 6.50 
6155 OV 2.70 3.50 4.40 
6156 18” 3.50 4.60 6.00 
Sockets wired and lead wires from one or both ends 
P3037 18” 5.10 5.40 5.70 
P3046 Seat 5.10 5.40 5.70 
P3049 LS” 5.10 5.40 5.70 

PAGE 11 AND 12 

FITTINGS 

No. For 50, Less, 
each each 
3038 Elbow, 3%” flexible conduit.......... 25 
8038 Cap eR BER ee Ones 16 

3138 Squeeze connector, 3%” flexible 
CONAUithe cine ee oe eee 05 07 

J3147 Squeeze connector, rs” flexible 
COMCUIES Sy ee ee eee 14 16 


Nos. 3310 to 3313 and 3317 to 3319 furnished where 
required on continuous reflectors—No extra charge. 


WIRE AND CONDUITS 


No. Per ft. 
3136 34” flexible conduit, with wire...........00. .20 
3137 34” flexible conduit, unwired..........00 315 
X3137 ¥%" flexible conduit, unwired........c00. 10 
Y3i37T 3%” round tubing, unwired, statuary 
bronze plated qcstc ioe heroes .20 
As*aboye, nickel splatedc..cen tenant iy 45) 
As above, chromium plated.........ccecsceces 30 
X3i47 5” flexible conduit, with wire... .20 
Y3147 3%” round tubing with wire, statuary 
bronzer plated Snesce eee eon a 30 
Y3307 +” square tubing, unwired, statuary 
bronze ‘plated 4.c():cu se iaan een akamees 30 
As above, nickel plated..........:....scsssssssecsecs 3) 
As ‘above chromium plated........0.....:s00e. 40 
Y3308 +5” square tubing with wire statuary 
bronze plated) cif sccsccucceennsn eed etises 34 


Stranded, Black or White Wire 


1,000 ft. coils Per 100 ft. Less 

INO 1 St Wires aitersasces 30:20 8. eentte ASO me bere .06 

Nowa wirlasn nok OD: 20 xt cence! ADO See 05 

IN O01 6s rit ecsiicasce. VANE. Vel SAee SS SOG tata sae .04 
Single, Black or White Wire 

No18 swire sien: BeOS oes ree AS WSR cde poy .02 


SWITCH AND RECEPTACLE ASSEMBLIES 


No. For 12 eee ach Less, each 
A3132 ROO See Se 1.60 fe eee ee. 1.20 
B3132 ee wih be pos tam A 1.40 
OS132 Seti 2 ES eee 250 fates 2.80 
D3132 1:75, te Be eee ee 2.40 
E3132 PY Ge ae Mag 90 Ticats bsticer 1.00 


3 WIRE SHOW CASE WIRING SETS 


No. aaet Pri fieati 
No. 4243 rices upon application 


REFLECTOR ASSEMBLIES 
WIRED COMPLETE WITH LEAD WIRES 
3 ft. maximum between reflectors 
PRICE IS FOR EACH REFLECTOR IN ASSEMBLY 


Steel, Brass, 


Steel, Statuary Statuary 

Length of Sprayed Bronze Bronze 

No. Reflector Finish Plated Plated 
WC3037 18” 5.10 5.40 5.70 
WC3046 18” 5.10 5.40 5.70 
wC3049 18” 5.10 5.40 5.70 
WwC6125 9” 4.00 4.80 6.00 
wC6126 18” 4.90 6.00 8.30 
WC6155 9” 3.00 4.30 5.00 
WC6156 18” 4.70 5.40 7.80 


PAGE 13 
50 ft. or more, deduct 5% 


Prices are for reflectors made of steel, outside 
aluminum sprayed, with single sockets spaced 18” 
on centers. 





10to6ft. 71to48in. 47 to 36 in. cae 
No. per ft. per ft. per ft. . per ft. 
N3050 2.40 2.58 2.80 3.00 
P3050 2.60 2.70 2.90 3.20 
Q3050 3.00 3.10 3.30 3.60 
T3079 3.80 4.00 4.20 4.80 
V3079 4.00 4.20 4.60 5.40 
W3079 4.20 4.40 4.80 6.40 
W3102 2.70 2.90 3.10 3.40 
Q3102 3.00 3.20 3.40 3.70 
R3102 3.50 3.80 4.00 4.40 
$3102 4.00 4.40 4.80 5.40 
W3103 3.20 3.40 3.80 4.30 
P3107 2.60 2.80 3.00 3.20 
U3107 2.70 2.88 3.00 3.30 
Q3107 2.80 3.00 3.20 3.50 
R3107 3.00 3.20 3.40 3.20 
N6108 2.50 2.70 2.90 3.20 
P6108 2.70 2.90 3.10 3.40 
Q6108 3.00 3.20 3.40 3.20 
R6108 3.50 3.80 4.00 4.40 
$6108 4.00 4.40 4.80 5.40 
N6109 2.90 3.10 3.30 3.60 
P6109 3.10 3.30 3.50 3.80 
Q6109 3.50 3.70 3.90 4.20 
R6109 4.00 4.20 4.40 5.00 
$6109 4.50 4.80 5.20 5.80 
N6110 2.70 2.90 3.10 3.40 
P6140 2.90 3.10 3.30 3.60 
Q6i10 3.20 3.40 3.60 3.90 
R6110 3.70 4.00 4.20 4.60 
$6110 4.20 4.60 5.00 5.60 
N6515 3.20 . 3. 3,04. 
P6516 3.40 3.60 4.00 4.80 
Reflectors With Sockets Per Ft. 
15” centers, add to above PTricS........c.cccccsccosessecees 18 
12” centers, add to above PpTriCeS..........scccccscssecereees 40 
24” centers, deduct from above PriceS.......scsssse0 .20 


Twin Sockets 24” on centers, same price as single 
sockets 18” on centers. 


For spacing of sockets, see page 2 of this price list. 


Toggle Switch, add  each,..x:..cnusecdceseueneal 1.20 
Levolier ‘Switch, “add ‘each:.,..:c.scdsukubuatanmenass 2.00 
Louvers for bottom of reflectors, see pages 15 and 23 





; 
\ 











PAGE 14 LOUVER SCREENS 
HINGED DOORS Prices for lots of 24 ft. 


: Meer Price is for louver screens arranged to fasten to 
Prices upon application wood or metal with knurled head machine screws, 
Hinged screens, add $0.50 per ft. 

















6383 6384 6385 
PAGE 15 Width Per ft. Per ft, Per ft 
BA ae AAO Srey eeth cee Lae ea eA 
WIREWAYS AND STRIP REFLECTORS GPT fe eee iba] | A pant tas et 5 A] | cde No 4.50 
” 77 
FOR LUMILINE LAMPS ea ene Se sau San 
These wire ways have detachable ends with knock- 8” Shite ieaatinceas SoU rehome et ABU ai Uae Af 5.30 
: re : ; pare pia ee A Oe Kol oa er oe AGS ee tatece 5.60 
outs to receive rigid or flexible conduit. Nos. 6861, SAU gt rata, te FA on ADO? 33 acres Gt rc ee eee 6.00 
6862, 6863, 6867 must be at least 2” longer than the 1 Lela cca ae eR Pa 1 Saree Bi en oe BS Orrre Sete 6.50 
space required for sockets. AVAL eae a Ore SOU a fastens G08 eT ares 7.00 
eet eat ire | We Gr OO prtsstrtecraccs ONG kei 8.00 
Add 
reflector for PAGE 16 
Sockets Sockets cutting to size . > ; 
for lamps for lamps and lead wires Prices upon application 
12” centers 18” centers of one or both ek 
No. per ft. per ft ends, es 
6861 2.80 2.10 1.10 Additional PAGE 17 
6862 3.00 2.30 1.20 Additional ROUND FLUSH-RECESSED LIGHTS 
6863 2.30 1.80 .90 Additional Dull Satin Plaster 
6867 2.20 1.70 .80 Additional Cadmium, Nickel, rings if 
No. each each ; required 
6864 2.00 1.50 .90 Additional G23 fetes es LO:O0 Mcgosctocstions TOCSOls tenes 85 
6865 1.90 1.40 .80 Additional $292 ube PEO os tia TE 50s Aes 85 
Se a eT 293% bec weer 19; OO gare seacee 19-50 cre 1.50 
SEBO are see eI iesoec ese 13:00 ee 
Not wired deduct for each socket........sssssssssssesesees 80 I 17.00 sevvsnnernns 
OMS 1S oS TUCHE AUC © CATCH -crasscscieasanesscsossecaiscosiossveseos 1.20 Nos. 6231, 6232 with Pyrex glass, add to price $1.00 
Cord and Plug, 6 ft. length, adduicccscsssssssssecssseees 90 These items also furnished in spray aluminum 


finish. Lower price for quantities. 








PAGE 18 
ROUND FLUSH-RECESSED LIGHTS 
No. 6765 6766 6767 677i 6772 6773 
PE RRE Ee OG CASIVINISTE A OAT TG 3. caret ach doch sank oeavieonio cas epevbantooabdsosonsveds 4.50 5.80 9.50 11.00 12.00 17.50 
RET Tit ee de =F CQ UIT E Ot Serie cccccos-cers As ssteaayovues Gavsasitvesetbvovtioss 85 85 1.50 85 85 1.50 
Also furnished in spray aluminum finish. Lower price for quantities, 

Ros.8tl4> junction: box with) socket, each tic.c...ccijccscdscescssessecmnsees Be ee ete a rata rahe the kts cegoes Pasa vais Lenphagh Os syoentecives A5 
Die ORI FUNC Ory DOR ~ Witihy SOCKET, CAC iieiccinsieraede esocevese<ues UbaqcaetooVonsstelcdcessosveaceuneglevab ipvodiovuesdaoseoiey¥shavonpbauecesedvansaeess 1.25 
PAGE 19 
INDIVIDUAL SHOW WINDOW REFLECTORS 

REFLECTORS LOUVER RINGS AND HANGERS 
No. 6590 6591 6592 6593 6594 6595 No. A6588 B6588 AG6589 B6589 6598 6599 


Each = 3.75 4.75 9.00 3.50 4.50 8.00 Each 50 .50 .30 30 5.00 7,00 
WIRE CHANNELS 





PRICES FOR LOTS OF 24 FT. OR MORE LESS THAN 24 FT. LOTS 
24” long or less igs When 
ma 2 ITT pee Longe "ages Bonk ie pos Fe leter 
fdatnel rps aad, pare re ae add per ft. unwired wired 
BOGGS. ici teckaaseneex 2.70 40 35 95 GOOG) -o.te0sccecsrenv-assees 3.70 .60 35 95 
BG Dee rresstaaicacnccdah vce 5.00 .60 TOU > ESS Ta aimee ee hy 6.60 80 1.00 1.75 
ne ee eee 
PAGE 20 
SPOTLIGHTS AND MIRROR GLASS FITTINGS CONDUIT 
EFLECTORS No. Each No. Per ft. 
No SET SINGS Each No. :: Beardie TBO en scshansosesescsarsccerseved soem EAU: > AQULy vitusevsnrckaon .60 
MS Uris cn cescttr st teceaeiorsesttece FeSO ril OL Ome, ects varsatansadsecbistevonsnrats Fe FAS Ma OUD ibaa duncoaabeatevcaseniniatasspitere 50 
DLS ee eepsventkenpavieosstenvar’ TO Dioe LOU La recsscctevectcnstoscosressesessccses ABO cee LO: Letvecevvaneviisrcsastesersvesstners 40 
TO LT oS. nator posimsvneniacs) TV Oided BSS. sucsereccbcaczeecnoassronniets dered OU Eiktechetesscvecs cavaasiniaiyopsans fev 1.30 
Ti Neco ssacderestants creschareotAioa FOO AAA: cizisubbtan tush coapSdasnstannats 4.50 
if 1) jemteRe dy eCReS SE S ES 5.50 
eee '-“nanm—m>- m-> 
PAGE 21 


Price upon application 
Sone ees ecrrc eee ca ee ner meme Ra ASS RS aR TREE SS aS 


PAGES 22 AND 23 


CONTINUOUS WINDOW REFLECTORS 


Prices are for open face reflectors made of steel, outside aluminum sprayed with single sockets spaced 18” 


on centers, completely wired. 


More sockets, add; less, deduct: for each socket more or less 


A OEE EEE REET RET EEE EERE EE TOES OSES TEER ESSE EESEEEEOESEE EE OOEEEEHESEEESEOSEESEEEEE 


$1.20 


Glass, hinged frames, louver screens or baffle plates are not included in per ft. prices. See page 14 for Hinged 


frames, page 15 for louver screens. 
Prices are for lots of 50 ft. or more. 


25 to 49 ft. add 10%. 


Reflectors less than 3 ft. long, figured as 3 ft. 


No. Per ft. 
C201 a See aeons 4.50 
B22 ao sat, neeecencce oanerentaneth 7.00 

AYA icone ean PAM Sots Srl dine Wg 5.20 


For Louver screens, see page 15. 


06213 nc ee eee 6.00 
DENA be 5,20 
OG2fks ite he aang oe 6.00 





Less than 25 ft., add 20%. 


No: 6218 baffle: plates, ‘add' to*price=of ‘reflector, ‘per < battle (uz. aitceecimc-ciecueae ieee cdc eee eens ane ae $0.75 
Miter joints -or ‘ends, add, (CACH ois. cc cccseicsansedsetesd,occonsyesscqanaeeboces ac iueeniet Wha ude Surety dash Webiy Sect Rene = eae ee eee eae 10.00 
PAGES 24 AND 25 
FOOD CASE UNIT REFLECTORS 
Prices for nickel plated or porcelain exteriors 

Chromium plated, Monel metal, stainless steel or other finishes available. Prices upon application. 

12 or more, Deduct 10% 

No Each No. Each No. Each 
AGO09 ee ama 5.20 A, BG100 ce seu 4.10 A; Be 22) er eee ee beg 4.70 
B6009 23... es oe 4.00 AS BGO oon. a Oe 5.00 A, BG180 ee a ets 5.30 

A BOGUS Beit s oecccccene there 3.50 AP BS1IS TAA siucica eee 3.80 A, BGISS Gt. aperees nee 4.50 

BOZO ice Sess ec accnaet 4.00 A BGIS: tix hater 4.30 
PAGES 26 AND 27 
CONTINUOUS FOOD CASE REFLECTORS 
For less than 10 ft. lots (except Nos. A61709, BR6709, 6711), add 15% 
Reflectors less than 4 ft. long, figured as 4 ft. 

Nickel Nickel Nickel 
Porcelain, plated, Porcelain, plated, Porcelain, plated, 
No. per ft per ft. No. per ft per ft. No. per ft per ft. 
A6709 3.80 3.90 C6709 4.50 4.50 6711 3.50 4.50 
B6109 3.80 3.90 E6709 525 4.95 GTI2 GSR ee ele 6.00 
BR6109 3.50 3.60 F6709 nats fay 5.50 GUNS Syke eran tae een 7.00 


Special prices for large quantities 


Chromium plated, Monel metal, stainless steel, or other finishes available. 








. PAGE 28 
WIRING PLANS AND FITTINGS 

No. 
C3020 Switch with convenience receptacle, 

CA CH  Heavacde dacavstand as crcte s toasbtpevemeasvintiactnsvetaese 
R3020 a Switch each. aeectes ane verte raters 
Y¥3020 fs Tubing; per. TOOt Ai <1tn sere esetercsuknccnteres 
L347 Mounting sclips; Gach -si.c i hactds tavescontaveche 
A6140 Wiring assembly. Does not include 

reflector: Ora S with vitisscecsuuc oven eeseeee 
B67140 Wiring assembly. Does 4a@t- include 

reflector wor Swati ise vinta teterettae ness 

Also add $0.60 to price of each unwired 

unit in assembly 
6147 Junction {box: Pach ieestdcaneousnieeors 
6748 Junction: box, seach cis, cia cacestnteouseetnccs cane 
6149. Junction box; Cach.. huss rscdacecaireonesess secs 
6759 Cover plate with nipple, each................ 

PAGE 29 
TOP OF SHOW CASE FIXTURES 
Mountings and reflectors are priced separately. 


Add price of mounting desired to price of reflector 
Prices are for lots of 12. 


to obtain total cost of unit. 
Less, add 15%. 


Prices upon application. 


REFLECTORS ONLY 


One Lamp Unit Two Lamp Unit 


No. Length Each Length Each 
6058 Q” 18.00 15° 22.00 
6060 14” 30.00 26” 35.00 
6060 20” 33.00 6 a 38.00 
6061 9” 7.00 
6235 Q” 18.00 15° 22.00 
Continuous reflectors, write for price 
Miter ends, add $8.00 each end. 
MOUNTINGS ONLY 
Type DL $2.00 each reflector. 
Type DM $1.00 each reflector plus $1.00 per ft. 
of raceway. 
Type DR $15.00 each reflector. 
Type DS $5.00 each reflector. 
ILLUMINATORS 

No. 6010 Polished or satin nickel silver, 

@RGH » aisveatonieiecciae tai bee $50.00 

Brass, polished or satin nickel plated, 

GACH siaveccalienpackdasditat gai oine eee 
Mol GOB1 Tea chs | ccesierinocacdishadsdhionte agen 17.50 





sss 
SS SsSSsetssnssshsssesnssensessnsnensnnnnennenannnnnnnnnanansnnnnnnnnnnnnnnnnnnnnnnnnnnnnnnnenennr=nnr. 


PAGES 30 AND 31 


For less than 6 assorted One-Lite or Twin-Lite reflectors or 24 ft. of continuous reflector, add 10% to price 


of reflectors and arms. 


Continuous reflectors less than 3 ft. long figured as 3 ft. 


REFLECTORS ARE PRICED SEPARATE FROM ARMS. 
TO PRICE OF REFLECTORS. 


REFLECTORS ONLY 


PRICE OF ARMS MUST BE ADDED 





ONE-LITE REFLECTORS 





TWIN-LITE REFLECTORS 


CONTINUOUS REFLECTORS 























°. For 6, each ° or 6, each BA Tiss ft, 
GHG ee 4.00 FHOGbaE kN te ee 3.00 
GSOO02 Tee nine 6.00 RSG002 exe ea io eee 5.00 
BHGUOS Nien oor ee. 4.00 FHOO0S 2 ieee 3.00 
WS BOOS ee re i Nevot as 6.00 FSG008 6 ee ee rae 5.00 
GHEOSO a ee ee, 4.50 PHOOGG 22. a cae 3.25 
SOCSO ee ee et Pn, 7.50 FSGOR0 Meee ee 6.25 
GHOOS Tee eee 5.00 FHOOS i a8 3.75 
GSGOS fic ea ett 8.00 PSCOD Meera initializes 7.50 
GHGQ GAs oe oy coca 6.00 FHGUGA yon ccclev tage vcviosenscar 5.00 
CENT D ET. Cage a ais ele perah  aeaee 8.00 FSGO54 or ee saan Les 
GHGEOSGicc eee ee EP 16.00 FHOOSG ae asnsc sats 7.25 
GS60GG ee eee ects. 18.50 FSO00G 5 och ee tae 9.50 
GHOOGSI Es ee ee ites: 6.00 PHGOGG Se. ccs ct itu era 5.00 
GSS0G5 iS ee 8.00 PSGOGG Kes soe cacitcre kote 7.00 
GHGOGS oii a Bos Akita 6.50 aL Ut L) yee: elas cae aes, tes ae 5.50 
GSGUGR ee cee ae 9.00 FSCO GS ee see cece eeake Ihe 
GHEOTS a ea 6.00 FHGOIG i te cai 5.00 
GS BOTS ee ee 8.00 SGN 19) ee tele te 7.00 
ARMS 
ADD TO PRICE OF REFLECTOR, FOR EACH ARM REQUIRED 
No. Each Arm No. Each Arm 
CU feo ake a Ca oe 6.00 S663 Ferre ara Oe 4.50 Pull chain switch in 
= Pec eater sora lr nas cesdicna’ on Lote sgt ree atene: Saat, Meena et: 5.00 socketradd'iatcmnescdlies 75 
Meee Rccrecaahete cee cisbioAiovesse ; SN es) Sem non AC} 4 ; i 5 
TS TA a eae ia 4.00 TORO. Ae Oy gine ees 5.00 dle natrE Or Peo 
TOGS TMM 4.50 GGAG or re ee 5.00 NS ahh deem tL en gree 
PAGE 32 PAGE 34 
REFLECTOR UNITS In lots of 24 ft. or over, per ft. 
No. Finish Each 
f , ‘ . ., ft, 
3005 Statuary bronze plated.......ceseeeeeesenes 4.00 ead ; on ae : ears pe 
B6703 Polished nickel plated...............ccccsscseresees 7.70 Says ee 15.00 Bans. Stee ena 4.00 
DG6103 Polished nickel plated...................ss0..s0000e 9.00 TARE Rp ia 19.00 ee ey een e 6.00 
1 ° . k 1 Peg ee ee eee ROE B 10.00 cee vecnercessecenscoveseneesesss oI — “ enedececteredsesvccesesnecvesces s) J 
DGI04 Polished nickel plated $090 Fees oe eae 19.00, aes eek 6.00 
UPRIGHTS WITH BRACKETS 6059 ae es 1D OGRE. Serees lacy scoxcsenesooes 6.00 
Tee e ine Arevinetids, reflectors GOST She. ecu etes UNC? C016 ents Sr Paes oe ba Sp 4.00 
: é } UE Pare aie Beaten nena ZS. OR Saehcatpossen te tcbabrotre 6.00 
For Uprights up to 18” high, 732” extension: EL eA AS Si ea AG.O0 ks Lites 6.00 
No. Each 3092 : ; 
MR ae ase nea eect ac shia itsinleeetdinstes 12.00 ei Write for Price 
rea cak as id yolen ds avkn ghoa.svaivi cone sch aucneaduyaostes 15.00 Piotr, Betis site tor urice 
PAGE 33 " 
SHADES AND SOCKETS PAGE 35 
No. Each 
No. For 50, each px Ae iar AGATE Ca eu gh Bog a ea 8.55 
ELT (op pte manent ee. - sina 5) ga ade cae Se 40 86230 7 75 
BaD 8 Ae ceo oe TF or es BROS pare tee ks oe a a See We 
BESS Es Sy ad MO) Se drei sans tatattedecteens 1.10 Lots of 24 ft. 
SIDS W Ses i eas ee Mee page tr oe eT 80 Made of Steel, Spray Finish, sockets 18” on centers 


GENERAL UTILITY UNITS 


The following are wired with cord and plug 


No. For 50, each Less, each 
EN aecvsaves vio tilbecbekesicvant SMD. Penal stun ncbresptscncetehccociee 4.25 
Cy dele BA) oie hye tees Pork hares tar te cones iaeataerns cooee 6.80 
oS fat SIA iar Niort aaa CGE ccc aatcisen na apa 7.40 
POR i. ies j-cxpeocptntind-tee Ks 1 (3 Sapien eee or 3.50 
AS CE ale Se pee EC Fat Agtatn UR Gees 4.50 


Shorter deduct, 


No. 6 ft. long longer, add 
COZEAN coe es SSO Dna Becstssivre witiadeveuainers 4.00 
Sp LE We Od as oe eer URL Ce SR ERE ie Pers 3.50 
Made of Brass, Plated Finish, sockets 18” on centers 
BO ZEA iak canker ectetennys 56. OOS de edit hace coon 6.00 
14 ROS ESE Sea eee yd | Qe eaas eae ee 5.00 


Less than 24 ft., write for price 
Other items, write for price 


ee 


____ SSS SS.SSSsss sss sess Ute 


PAGES 36 AND 37 


Prices upon application 








PAGE 38 


Less, add 15% 


Prices include chains and canopies for 


Prices are for lots of 15 ft. or more 


hanging and glass 


Reflectors are furnished completely wired 


PAGE 39 
SHELVING REFLECTORS 


Prices are for reflectors completely wired, with 
screw holes or mounting brackets as shown. Price 
of No. 6265 includes blank opal glass sign panels. 


Price is for quantities listed. Less, add 15% 


For lots of 15 ft. For lots of 50 ft. 
No. per ft, No. per ft. 
6264 soe 6.00 G28 Noreen cats 4.50 
6265 22a Re 10.50 6276234 eee 4.20 








PAGES 40 AND 41 
Prices are for 6 or more. Less, write for price 











No. Each 

LE LY SR iea a oar Mere kets hy TN te MR OT aia era PRL IA ALR 20.00 
No. Per ft BOGS 220: hteccatnc. yess ea de be a cee eR ec etme 20.00 
EL | Renee arene Sa ope Sse MPPRaE nae FFA ahs NINA BP 6.50 tL) ISMN seu RIO PRION ED UIA Ia a eis itt AY MONRO LOAN to 40.00 
7 [| Race Nant ere anteater 8.50 Other items, refer to pages mentioned 

eee or write for price 
PAGE 42 
FITTING MIRROR FIXTURES 
For 12 or more, deduct 10% 

Nos. 6326, 6327, 6329, price is for fixtures 18” long with twin socket. 
No. Each No. Each No. Each 
G52G oo ec cok aes teense reas 30.00 AGCOB een etite ena 15.50 i eR pel ae etek Maan! a 16.00 
[7 } Pep eS BRM Rah ation Mont oats 25.00 BEG0G ee eee 18.50 EGGOG Aircast cite tees 22.00 
[sy 1 MBPT Bcaaranye ne ee ee ae 22.00 CGG0G 8 55a knee 14.00 FGGOG ee are ue 17.50 


If Levolier switch is omitted and unwired, deduct 4.00 each 











PAGE 43 
RECESS AND SURFACE MOUNTING FIXTURES 
TEACH cviesacsscasensonvernasabpesceses 6610 6612 6614 6672 6682 
iS (ta en a RE EE BS oe 30.00 28.00 22.00 7.00 8.00 


No. 6614 with turn button switch at same price 


No. 6682 with switch—levolier, add $2.25; toggle, add $1.25. 


Extra convenience receptacle (can be furnished in top of Nos. 6612, 6682 and in top of recess box of No. 6610) 
add $3.00 each 








PAGE 44 
Price upon application 








PAGE 45 


Lots of 24 ft. 


Made of Steel, Spray Finish, sockets 18” on centers 
Shorter deduct, 


No. 6 ft. long longer, per ft., add 
BOO Fe a eas swiciecptustcaceteacer ZU) See reer enceanes 2.60 
OIGOS vincrcsceetel es corsceets GOD eailacic eet etes 2.00 


Made of Brass, Statuary Bronze Plated, sockets 18” 
on centers 

Shorter deduct, 

No. 6 ft. long longer, per ft., add 

C3001 2 ae DOLUO ir aactincc teenies on eters 4.80 

C3008 soe 28.00 Rr costes 3.80 


CHECK DESK FIXTURES 
Price upon application. State quantity 








PAGE 46 
Price upon application 


PAGE 47 
BANK SCREEN AND TICKET WINDOW REFLECTORS 
No. 3142 3143 6127 6128 6142 6143 
Steel) spray. finish, each, ccicc-c. capitate taba 8.90 9.20 6.00 7.50 24.00 20.00 
Brass or bronze, statuary bronze plated, each.............. 13.60 14.00 
COUPON BOOTH REFLECTORS 

WN iced sicclon cb adie. eschblekates 6005 6006 6055 6057 6077 6078 
EAR e, cieca, dacacestei inte 12.00 14.00 22.50 25.50 14.00 17.00 





a=’ 


—— =e nesses 
LL 


PAGES 50 AND 51 
COVE REFLECTORS 


Prices for 24 ft. or more. Less, add 15% 
Lengths under 3 ft. figured as 3 ft. 














Steel, Brass, Steel, Steel, 
spray finish, plated finish, spray finish, spray finish, 
No. per ft. per ft. No. per ft. No. per ft. 
te PUB ST 2 RMT cei Sei Pe Patunevec.tesavesce sete xallass ese 9.00 6286 Bic cciecdees 3.50 rd] bape ee ee 4.50 
AG Ni recseesgateiccecsrascsietosssese SDD he» Sag Re Rial Re 7.00 yt iene A aes 4.00 C296 pity saeccitee 3.50 
pestaraneadevencsepsessenbaasaes BOR cat petted Cinvecs eaves viswessety 0.00 B6290 .................. 4.40 vt Dies | ses RTS ee 8 
IAW ee yctserscn ih trttasstensasense FEMI © buciae Geaisecoatsgiyedivscnsasa 5.00 ay 4: ie aero, at eae 4.80 D2 OG iesesssesesscosctvns 3.60 
DG290 Fasc 5.20 
PAGE 52 
No. 6560 Prices upon application No. 6289 Refer to page 50 
PAGE 53 
INDIRECT BRACKETS AND TORCHIERES 
No. 6693 6694 6697 6698 6814 6815 6816 6817 6818 6819 
Each 35.00 18.00 12.00 14.00 35.00 40.00 75.00 65.00 70.00 60.00 


Above prices are for 6, assorted. For less, write for price. 








PAGES 54 TO 61 
Prices upon application 


When writing for price, please state lengths, quantity and finish 
Also refer to page 61 for ends and hangers and specify type required. 


PAGE 62 
No. AG696 B6696 
Each 60.00 90.00 


Above prices for lots of 6. For less, write for price. 
Prices of other items upon application 





PAGE 63 
APPLIED FIXTURES 
No. 6253 6519 6520 6526 6530 6668 6669 
Each 60.00 45.00 Prices upon applicaton 70.00 50.00 
PAGE 64 


Price upon application 








PAGE 65 
FLUSH-RECESSED LIGHT BOXES 


Boxes with one or two sockets, prices are for 1 or more. Larger boxes, prices are for lots of 6, assorted. 
Less than 6, add 10%. 





HINGED REMOVABLE HINGED REMOVABLE 
FRAMES FRAMES FRAMES FRAMES 
Brass, satin Steel spray Brass, satin Steel spray 
nickel plated, finished, nickel plated, finished, 
each No. each each 
wie veliess seins ointesn MOULMRA osthas aticsasatetcscneins: 7 LOLLO Bg EW Ao aetscrcsatetssesbeteein, SLLOULT dceunasargiiaaettsseecacsied”. 15.75 
Se Alasemd dusscssiorese 25.00 GN Weenie ah hea LOI ests accu bscusssoseeasees. 2120 
REA asststcesitee RG eleivinriiecvcs,. Te.40 GaGa Are rte eatveee ceca G7, 0 | svenska cadreoassaevive G7i7 D 
gh Nad eta ieee p 37.00 B6210—5 woes 44.50 
Fae Ta AD Ma BEANIE versthctaritsctsaiccsethcns © LO00DU B62 10—6 ..........eeeeeeeeee 52.00 
MS AS ee er 55.00 BOE BF iiccsstestccorercievee, 09000 
eaiten ccerbatiosteeces + ced BOY aE Can doriacctasnecopaessazeeivs.k 2600 B6210—8 oo... eee 66.00 
Malic aetetealete coeds Bae hatin atte esate! 15.79 B6210—9 oo... eeeeeeeeeeeeees 73.00 
meaFipisigiainascrs DI ee ES cfeccininsctteoss (LGyd 5 NGS eda astyob edecrsstorecteicss POCO INE cyctathwacuisrematsictes, 21.00 
+ ok SESE STIS ee teks escesesi, ae REND ato nki seit tat bi titahtubrmcicee, 30.75 
fh Oe Sa | 36.00 ord SS ee ae ae AA | 
Pease sadn tani takte 42.00 C6210 —5 oo. eeeeeeeeees 69.00 
Rete ctr tasiccss 48.00 CG210—6 ....seeecercsssesresreee 79.00 
FRIES. SRNR Ta 54.00 
«» 60.00 Steel, spray finish, deduct 10% from price of brass, satin nickel plated. 
Sheias seveSideanestiok 66.00 Brass, chromium plated, add 10% to price of brass, satin nickel plated. 
Brass, other plated finishes, same price as brass, satin nickel plated. 
SOCKETS 


Socket spacing listed insures uniformity of light on glass. If more or less sockets are wanted, add or deduct 
per socket $1.25 


Other Finishes—Hinged Frames 








PAGES 66 AND 67 
No. Each No. Each No. Each No. Each 
6572 ........ a 8.00 6573 with 1034” bowl... 22.00 6573 with 1234” bowl.... 26.00 6575 
Other items, prices upon application 


ST eee 








PAGE 68 
Prices upon application 


PAGE 69 
WALL OR CEILING FIXTURES 
DUG iasocks sestccoo ese eeag abn taerane AG662 B6662 C6662 D6662 6667 
Eeneh.. Rayteiveseiniae omens 6.00 6.50 7.25 8.00 15.00 . 
IN Onis aemscertepytnasseisity A6689 BG689 A6690 B6690 A669! B6691 AG6692 B6692 
Aor g 44 Be 16” Ze” 14” 20” 14” 20” 14” 20” 
ACH oaeveysisiset ioscan 25.00 30.00 6.20 7.50 11.20 12.50 35.00 40.00 


Longer lengths, write for price 














PAGE 70 
LUMILINE FIXTURES 
De ercaas Sauk egsenhteeervine AG6684 B6684 AG6685 - BG6685 AG686 B6686 AG687 BG6687 
PE CHiamaltantcacan 25.00 30.00 10.00 11.00 6.00 7.50 9.00 10.00 
PAGE 71 
SHALLOW DRUMS 
No. A6237 B6237 C6237 A6238 B6238 C6238 
Dull “Cadmium; €ach..sacsccets 10.00 14.00 15.00 19.00 
Sprayed Aluminum, each........ 16.00 23.00 
Plaster rings, if required........ 85 85 85 1.50 1.50 1.50 
Types A and B are also furnished in spray aluminum finish. Lower price in quantities. 
PAGE 72 
ROUND FLUSH-RECESSED LIGHTS 
No. 6765 6766 6767 6768 6769 6170 6771 6772 6173 
Dull Cadium, each... 4.50 5.80 9.50 13.00 15.00 22.50 11.00 12.00 17.50 
Plaster rings, if required... .85 85 1.50 85 85 1.50 85 85 1.50 
Open and concentric Louver types also furnished in spray aluminum finish. Lower price in quantities. 
PAGE 73 
ROUND FLUSH-RECESSED LIGHTS. 
No. 6231 6232 6233 
Dull » Cadmium; each sc. .-i.-.csters 10.00 11.00 19.00 
Plaster rings, if required... 85 85 1.50 


Also furnished in spray aluminum finish. Lower price in quantities. 
All items with wire guards, write for price, state quantity. 





PAGES 74 AND 75 


EXIT SIGNS 
No. 6406 6408 6426 6428 6456 6458 — 6416 6418 
Steel, spray finish, each 14.20 15.70 11.00 12.25 13.20 14.60 10.80 12.00 
Brass, plated finish, each 17.50 19.75 13.25 14.75 20.50 22.85 16.40 18.00 


Types not listed, write for price 
DIRECTIONAL SIGNS 


Prices upon application 

















PAGE 76 PAGE 81 
Prices upon application CEILING AND WALL FIXTURES 
ire No. 6663 6674 6695 
Price for lots of 24 ft. Less,-add 15% Pach a on a 
No. 6224 6225 
Per ft. 6.00 5.40 PAGES 82 AND 83 


Items not listed, write for price : Rated 
Prices upon application 








PAGES 78 AND 79 








Prices upon application PAGES 86 TO 94 
PAGE 80 Prices upon application 
FLUSH-RECESSED LIGHT BOXES 
No. A6206 B6206 C6206 D6206 
Each 14.00 17.50 22.50 30.00 N 6918 re i: 6920 6921 
Prices are for brass trim, satin nickel plated. — pie Ans Fe 
Steel trim, spray finish, deduct 15%. Each 60.00 70.00 16,00 0; /.20 
Brass trim, chromium plated, add 10% Above for lots of 6. For less than 6, write for price 


Brass trim, other plated finishes, at same price. Items not listed, write for price 
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